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“Domestic Engineering” Quarterly Index 
Vol. CXI, April 4 to June 27, 1925 


This is the sixty-second index of “Domestic Engineering,” an index for each quarter appearing at the end of 


that quarter. We ask our readers to note the value of this index for reference, calling special attention to the 
separate classification of the departments of “Advertising Editorials,” and “Business Building Articles,” both of 


which contain many valuable ideas 


Advertising Editorials:— 


A Good Start ; r 41, Jume 13 
fottomless Kettles P 35, May 16 
Cleanliness and Godliness 

Eee atts ' P53, Apr. 11 
Comfort and Convenience 

cae ‘ ¥ P 43, May 30 
Every Day is Saturday..IP 29, Apr H 
Hot Water—Quick!. P 43, May 9 
Making the Shower VDossible 

pdlwibia P 30, May 
Middle Age and Health 
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Right with the World 


eu 2:4 P Pe P 41, Apr. 1 
That Tired Feeling P43, Jun ‘ 
Youth and Health . P 37, May 
Vacation Joys—-At Home 

iow : (eset see we eee ST 
When Time Presses P 41, Apr: 25 

Business-Building Articles:— 
All the Fixin's-—A. Boyd Thorn 

stale ere P 16, June 2 
Brand, Clyde Nothing New 

re ee I? 16, May 309 
Carver & Aschmann-—Right from 

the Start . ht er 17, Apr i 
Friendly Merchandising hy a 

Home Owner... ~.--P 16, May 23 
Keppelmann, Paul © Facing 

Facts .. wk 16, Apr. 35 


Leffler &  MeGuceckin 
Helps Sales of 


Specialty 


Plumbing 


ital lait dis saci P t6 sik 16, May 9 
Make an Order an Order 6, 
Apr. 4; P 23, May 9; P 24, June 27 
Vhotographs Help Sales Ky Al 
fred G. King 
a . P 36, May 9; P 20, May 16 
Practice It—Sanitation. By H. F. 
Baillet... ; tesctee a6, may 3 
Shanahan, John J. Not “Too 
Busy”. ener . P 24, May 16 
Straight from the Shoulder. Ky 
Harold G, Wilson....P 37, June 13 
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0) ; Ff 17, Apr. 11 
Why Talk Price? By A. G. King 
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Conventions:— ° 
Alabama Master Plumbers’ Asso 
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American Oil Burner Association 
Holds Second Convention . 
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American Society of Heating and 
Ventilating Engineers’ Summer 
Meeting ree P 41, June 27 

Arkansas State Master Plumbers’ 
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Tyrer se és P 43, 

Colorado Society of Sanitary 
Heating 
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Apr 
and 
Convention 
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Engineers’ 


along the line of trade extension. 
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Heating and Viping Contractors 
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Kentueky Master Plumbers’ Con 
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Meets P41, May 
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of Master Plumbers in Conven 
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Michigan Vlumbing and Heating 
Dealers’ Convention P 30, Apr 
Missouri State Association of 
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Montana Master Plumbers’ Con 
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ings I’ 63, Jume 
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ciation P 45, May 
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of 
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ention 
Company 
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Pennsylvania Master Plumbers’ 
Convention. P 39, May 
Tennessee Sanitary Engineers tn 
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Texas Master Plumbers’ Conven 
tion... , > data couok 47, May 
Utah Association of Sanitary and 


Heating Engineers in Quarterly 
Conventions 
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Virginia Association of Master 
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. 7 P 43, Apr 
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1 Make Wheels Run Smoothly 
P 15, May 
27 Master to Journeyman.!’ 15, April 
More Law P 15, May 
Partial Payment Plan 15, May 
a Permanent Quarters 15, May 
Permits and Inspection. 15, Apr 
Plumbing lexhibits 51, May 
Portland in June P 15, May 
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Reputations P 15, Apr 
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I The National Plumbing Code 
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The Weak Spot P 15, May 
16 The World Over P15, Apr 
This War on Price Cutting 
. P 15, May 
: Tune in zi P15, June 
Watch Yourself ; Py 15, May 
os What Edueation Does IP? 15, May 
Working Models P15, sume 
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: Golf Tournaments:— 
California Sanitation Development 
League of San Francisco Holds 
27 Golf Tournament P 63, June 
Central Trade Golf Association 
Meets..I’ 81, May 16; P 69, June 
25 Chicago Plumbing Contractors’ 
Association Holds Golf Meet 
; P 86, May 
a Delaware Valley Trade Golf As 
sociation Meets P 75, May 
Eastern Trade Golf Association's 
Meeting ? 73, May 
6 Illinois Chapter of A.S. H. & V. BE 
18 Holds Outing I? 92, May 
27 New England Metal Products Golf 
27 Association's Meets 
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P 78, May 2; P 72, 
May 23; P 61, June 6; P 68, June 
Northern Ohio Trade Golf Asso 
clation’s Tournaments 
P 70, May 23: P 75, May 
Philadelphia Heating & Ventilat 
ing Golf Association's Tourna 
ments P 78, May 2: P 7 May 


Trade Golf Associa 


Southwestern 


tion's Tournaments 
P 80, May 2 P 68, June 
Western Trade Golf Assoctation’s 
Tournaments : 
P 78, May 16; P 70, June 
Heating Articles:— 

(Central Heating Here and There 
P 91, Apr 
Check Valves. By EF. W. Riesbeck 
a ; . . : P 22, Apr 
Combustion Tests of A. S. H. & 
Vv. E ' P 26, Apr 
Copper Radiation By E. W. Ries- 
beck P 24, June 
Estimating for the Plumbing and 
Heating Contractor By E. W. 
Riesbeck P 19, Apr 
Forced Hlot Water Heating By 
James Mackay P 25, May 
Health, Heating Costs and Hu- 
midification. By Frank J. Andel 
toes -P 20, May 
Hieat Machine P 37, Apr 
Heating Troubles By Homer R 
Linn P 35, Apr 
‘How Much Coal Should I Use?" 
By Alfred G. King P 26, Apr 
Hunting Trouble with Belmonte 
P 19, May 


Water 
P 26 


Lines in Steam 


13; P 20, 


Nervous 


Koilers June June 


Oil Burner Sales and Service By 
Herbert H. Newitt P 16, June 
Powdered Coal By E. W. Ries- 
beck P 16, May 
Round Table..P 26, Apr. 11; P 30, 
May 2; P 24, May 30; P 35, June 
Strange Heating Problem.. oe 
’ / P 24, Apr. 
Testing Oil Burners for Safety 
ty H. L. Pagett P 28, June 
The Chimney Was to Blame By 
Belmonte P 19, May 
What Is the Matter with the Oil 
Burner Industry?. 29, Ame. 
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Apprentice Wise and Otherwise 
iy W. W. Hughes P 41, June 
2 Co-Operate—An_ Interview with 
Dr. Max C. Starkloff..P 39, June 
Dolan and Olson e 36, 
30 Apr. 18; P 16, May 2: P 21, June 
It Pays to Exhibit I? 20, May 
National Office Its Aims and Ac- 
27 tivities P 25, May 
©. H. FE. on the Small Job By H 
F taillet P 38, May 
20 Making Use of General Publicity 
, P 22, June 
On to Portland P 22, Apr 
The Most Beautiful Comfort Sta- 
tion in the World P 32, June 
4 
Obituary :— 
4 
Austin, Herbert P 65, Apr 
95 Dalziel Robert P 59, Apr 
Day, Charles P 54, Apr 
6 Dornblatt, Julius P 84, June 
Dougherty, John M P 80, Apr 
Dowling, H. Howard P 54, Apr. 
25 Eschle, Louis P 83, May 
Fryer, J. W ; P 68, June 
9 Garvey, Thomas J P 96, Apr 
Glass, George H P 61, June 
Goodill, Fred J P 61, June 
9 Haley, Timothy W.....P 84, June 
18 Harnly, William we 88, Agr. 
Harris, N. A P 66, May 
18 Hewitt, A. V P 69, May 
Mullen, Daniel P P 68, May 
11 Munger, John H P 68, June 
Newman, EK. W P 68, May 
9 Ostrander, John J P 67, June 
Palmer, William I. P 82, May 
97 Ray, Frank O P 66, June 
Reese, E. A P 68, June 
6 Rugg, Fred ..P 98, May 
Siedel, C. W ; -.P 69, May 
16 Van Scoy, Frank C P 63, Apr 
Van Zandt, Charles I P 81, Apr. 
20) Wright, Albert N .P 80, Apr 
18 Plumbing Articles:— 
13 Circuit Vents By Aden E. Smith 
ers .-P 19, June 
23 Discussion of Wet Vent.. er 
: ' cla P 26, May 
18 Drawing Problems 


YS 





to 


x 


20 


16 


iit ae .-§F 33, Apr. 11; P 38, 
May 2; P 22, May 16; P 39, June 13 
Evolution of the Modern Urinal a 
By Frank R. King...P 19, June 6 i 
Measurement of Water Discharge y 
: : P 19, May 9 ne 
Plumbing Here and There. By R a 
M. Starbuck... ..P 29, Apr. 18 # 
Plumbing West, East, North, ie 
South By R. M. Starbuck.... 
re Scsesae ae ae 63 
Question of the Three-Inch Stack. 
By R. M. Starbuck P 24, May 23 
tight and Wrong Plumbing Prac- 
tices By R. M. Starbuck..... 
iepihens se aabaw hens P 42, June 13 
That Water Supply. By A. M. 
a ee ee P 19, May 30 
The Schoolmaster and His Class 

ee -opok S64, Ape. 43 FP Bé, 

Apr. 11; P 29, Apr. 25; P 30, 

May 9; P 30, June 6; P 23, June 20 

Swimming Pool Care and Design. 

By Jack J. Hinman, Jr....... . 

oe ark Waele Relea ears P 30, June 27 

Use of the Main Trap ‘in the 

United States and Canada os 

Gamigs Raat whee iesnaseke ae, Bey oe 
Pollution of Streams:— 

Pollution of Ohio Streams...... 

Re ore Terre er er rT P 29, June 20 

Sanitation Slow in Rural Dis- 

DN fds kw as ska eeueee P 24, Apr. 25 
Ventilation Articles:— 

Four Times as Much Work.... 

Kew eM Sees wee P 22, May 30 

Manufactured Weather. By E. P. 

OGG. 6 isuiccaccrcaske Se Be. Th 
Special Departments Found in Every 
Issue i— 

Blackboard Epigrams. . 
Legal Decisions. 
Manufacturers and Wholesalers, 

Among the. , 

Master Plumbers and Hea 3 
tractors, With. gE 
New Trade Literature. Es 


Patents. 

Personal Mention. 
Pipe Lines. 
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In operating the flush of a YVQGEL Frost 
Proof Closet, a deluge of water cleans the 
bowl, trap, etc., thoroughly, but after the 
Hushing operation, there isn’t a drop of water 
left above the frost line where it can freeze 
and cause expensive repairs. 


And just like an April shower the deluge ts 
over in a second, because the VQGEL only 
uses four gallons of water per flush. conomi- 
cal, isn’t it? 
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Let your jobber tellpyou more about o 


VYQGEL Line. 
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Jos. A.{[Vogel Co. 


Wilmington, Del. 


St. Louis, Mo. 
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CLEMSON BROS., INC. 
Middletown, New York 


WE HAVE SOMETHING TO TELL YOU ABOUT HACK SAWS. WRITE FOR BOOKLET. 
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Residence of F. Ambrose Clark, Westbury, L. 1. Architects: 
Rogers &F Zogbaum. Heating Contractors: McKenna Bros. 


A man’s grandchildren will 
inherit his Smith Boiler 


oS 





E COULD show you 

buildings in your locality, 
with which you are familiar, in 
which Smith Boilers installed 10, 
20, 30 and even forty years ago 
are still giving satisfactory serv- 
ice. But when you get back as 
far as 40 years, you reach a time 
before most of the present boiler 
manufacturers had started in 
business. We are pioneers in 
the industry. When you have 
the combination of an organiza- 
tion that has been constantly 
successful and that started 
as a pioneer, you have the 
right setting for a superior 
product. 


THE H. B. SMITH COMPANY 
Dept. A6, Westfield, Mass. 


Sales Offices and Warehouses at: 


We have recently issued a new 
16-page booklet called ‘“‘Guaran- 
teed Heating Satisfaction at 
Minimum Cost,”’ which we be- 
lieve is the kind of book you 
would like to place in the hands 
of every client of yours where 
the question of a boiler comes up. 
It does not pretend to be a com- 
plete discussion of the heating 
problem, but it does thoroughly 
discuss the subject of boiler rat- 
ings. A subject which you will 
agree needs to be brought out 
into the daylight and the truth 
told. Your copy is free. For 
your convenience in asking us to 
send it to you, please use the 
coupon below. 











ee 


Boiler Ratings 


A new booklet just off the 
press, being a timely dis- 
cussion of the subject of 
Boiler Ratings of Interest 
to Architects, Engineers 
and Heating Contractors. 


If 


interested, send for a 
copy. We will gladly mail 
one to you with our com- 
pliments. 





Gentlemen: 


Westfield Boston New York Ratings to: 
Philadelphia Cleveland Name 
Street 
City 





THE H. B. SMITH COMPANY 
Dept. A6, Westfield, Mass. 


Send a copy of your new booklet on Boiler 


State 
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Beautiful—but Dumb! 


They knock the girl who is beautiful but 
dumb, but she isn’t the girl I am sorry for. 


The real tragedy of life is the girl who is 


NYE—the Die Man homely but dumb. 


Pipe tool maker to the If a girl hasn't any igure, she ought ” least - 
American Plumber be able to add them up. 


The Nye Die isn’t as highly polished as a 


saxaphone but it lives a nobler life. 


and Steamfitter 


And it certainly makes sweeter music for a 
plumber or steamfitter. 

The Nye Die is better than beautiful but 
dumb—it is beautiful but useful. 

There are many reasons why there are many 
occasions when it is so far superior, you wonder 
why men bother with any other. parry G. NyE 


THE NYE TOOL @&@ MACHINE WORKS 
Nothing but Tools : None but the Best 
108-128 North Jefferson Street, Chicago, Illinois 





A one-piece casting of 
Certified Malleable Iron. 
Weighs only 334 pounds. 
Threads pipe, sizes 34" 
1" and 34”. This tool 
sent on absolute free 
trial. Send us your order 
today, giving name of 
your jobber. 


The tools you swear by 
and never at 
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COPPER r ng, downspouts ing fixtures ad 
and gutters are permanent BRASS or BRONZE. 


COPPER & BRASS 


RESEARCH ASSOCIATION 
25 Broadway = New Yor 









Digging Up New Business 


These advertisements are reaching people 
in your community through newspapers and 
magazines. 

They are typical (in reduced size) of the 
kind of advertising by which we are inter- 
esting the public, everywhere, in good 
plumbing. _— 





Business opportunities will be created. 
You can tie up with these opportunities for 
new work or replacements by using our 
dealer helps. If you have not ordered your 
quota do so before the supply is exhausted. 
No charge. 


If you have a probiem in plumbing 
work our technical staff can be con- 
sulted, without cost. 


COPPER && BRASS 


RESEARCH ASSOCIATION 
25 Broadway - New York 
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FAIRBANKS-MORSE HOME WATER PLANTS 








Ve 


All Yours 


jora Jer Ce nls a day / 


nail 






$475 


115% 


a 


a 


‘ WATER hen a PRESSURE 


means modern comforts in your home 


ne of the urestest mudern fact ‘ 


b ves BA 











See the authorised Fa 


Send for free aver Service Libe brary 





te uechiom, Vellowna are a $ | 
tt Gervent You Can Hy at 
Adding 10 Property Vi 
Fire Re Protecting Bot 
) mail the coupon 
FAI RBANKS. MORSE & CO. 
‘ Manufacturers age 
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National magazines and all the 
leading state farm papers are 
carrying the Fairbanks- Morse 
Home Water Plant advertising 
campaign 


Advertising 


that is reaching 
over eleven million readers 


i et fn ThA 


The largest and most widely read publications in the United 
States are carrying the story of Fairbanks-Morse Home Water 
Plants to home owners who need this service. Backing up this 
campaign are leading farm papers, covering every state in the 
Union. Millions of people are seeing this advertising. Hundreds 
of them are in your territory. 


Thus, we are constantly creating prospective purchasers and 
making the way easier for Fairbanks-Morse dealers. There is no 
let-up in the advertising. Continuously it hammers its message 
home — the message of greater comfort, health and happiness. 
It creates the desire for water under pressure. It produces in 
quiries which are turned over to Fairbanks-Morse dealers. In 
other words, it goes out and digs up business. But its greatest 
value is in getting prospects in a receptive mood to listen to you 
as the Fairbanks-Morse dealer. 


The effect of this advertising is being felt every day in your 
community. Asa Fairbanks-Morse dealer you will reap the benefit. 


This huge national advertising campaign is an example of 
the kind of co-operation we give Fairbanks-Morse dealers. In 
addition, there are many forms of sales helps, including newspaper 
ads, five-color posters, folders, letterheads, Water Service Library, 
signs, window displays, working demonstrator outfit, etc., etc. 
. 


Let us send you our latest literature, including the Water 
Service Library —- eight booklets —- which covers thoroughly the 
subject of water under pressure. 


FAIRBANKS, MORSE & CO. 


(rane hes and servi ice stations cov ering « eve ry ste state pin th the l » Union 
a <tee ee a — A <1 


Manufacturers Chicago, U. S. A. 





Fairbanks-Morse Products—‘‘Every Line a Leader’ 





TTTERITITIRI IIIT 


Fairbanks, Morse & Co., Dept. I-4 
900 S. Wabash Ave., Chicago, U. S. A. 


Send complete details of your dealer proposition on Fairbanks-Morse 
Home Water Plants. 
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We claim for Canfield 
Plumbers Rubber Goods the 
highest standard of excel- 
lence that a thoroughly up 
to date plant and years of ex- 
perience in the manufacture 
of Rubber Goods can pro- 
duce. 


You cannot go wrong 
when you install a fixture 
equipped with Diamond 
Canfield Rubber Goods, and 
we can give you the names of 
a host of satisfied plumbers 
to substantiate our claim 
that Canfield Rubber is of 
the highest quality and will 
render longer service. Speci- 
fy it the next time you order 
rubber goods from your 
jobber—it will pay you. 


We Sell to Jobbers and Manu- 
facturers only 


TheH.O.CanfieldCo. 


Bridgeport, Conn. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


SUPPOSE THE OSTRICH, WHEN I'1 

sticks its head in the ground, chuckles quietly to 

itself at the thought of what a wise guy it is. Poor 
vld bird—a couple of months later his nice tail feathers 
are in the fan of some fine lady in Paris, London or 
New York. But then, a lot of us are like that. The 
sheriff doesn’t have much chance these days to put 
another notch in his gun for another “bad man’ he’s 
sent to the graveyard. But he probably does make a 
pencil mark on his sleeve, or on the wall 
over his desk, for every shop he closes 
up. And he probably chuckles, “An- 
other one of those birds who was too 
busy to read his business paper.” 


What’s Wrong 
Here? 


| Bee A FEW WEEKS BACk, SINCE THAI 
first editorial headed, “Make an Order an Order,” 
the big guns have been booming. Men whose names 
spell achievement in the plumbing and heating fields 

.¢ brought some heavy caliber guns to bear on thi 
question, and we predict that the practice of placing a 
blanket order without specifying a date for delivery, 
merely to secure protection on prices, will be knocked 
Which will be to the 
benefit of all concerned. It certainly 


into an exceedingly cocked hat. 


will make business ability worth more 
than it is now, when anybody can com 
pete with the capable contractor undet 


this practice. The first consignment of 





ILT MARVELS FOUND AN- 
] other one of his up-and-coming 
firms who will never be on more than 
nodding acquaintance with the local 
sheriff. 
teresting, because this firm isn’t one of 


The story is particularly in 


your half-million-dollar concerns. It’s 
only two years old, but it’s a healthy 
baby because it’s been raised on a‘ diet 
of good business principles. If your 
face is set toward the future, here are 
some ideas you'll be glad to get. 


HEN SCHOOL OPENED 
this week the Schoolmaster had 
sixty students present each with his 
little drawing under his arm. Sixty 
bright, interested faces saying, “Good 


morning, Teacher!” And in a very 





short space the Schoolmaster has man- 





heavy shells is in this issue 


ROM ’WAY OVER AT THE 
other side of the earth comes a 
Master in 
Manly, Queensland, writes, “ ‘Domestic 


heartening message. <A 
Engineering’ turns up as regularly as 
the mail service will permit. Itach copy 
seems to surpass the previous one. We 
certainly have no paper like it in 
‘Digger’ land.” And, let me whisper 
loud enough for the back row to hear, 


in any land. 


ND IF YOU’RE INTERESTED 
in what’s going on at the con 
ventions, you'll find plenty of reading 
matter in this issue. The Michigan, 
Missouri and New York state conven 





tions are fully reported and carry a 
lot of interesting pictures of the “who 





aged to give his criticism of 38 of 
those sixty drawings. Believe me those 
pages are packed with do’s and don'ts 
that will open your eyes to the pitfalls 
that await the unwary. The School- 
master says he will give us the other 
twenty-two drawings next week, with some more do’s 
and don’ts. What “mark” did you get? 


ND THEN THERE’S AN ARTICLE BY 

Mr. Riesbeck on Check Valves, how to use them 
and how not to abuse them. He says that working 
conditions of a heating job can often be improved mate- 
rially, and money saved, by a correct understanding of 
the principles involved in the use of check valves. An 
article well worth your time. 


He wads looking for the world to find out what 
a gas leak with a 


candle. He found it 


were who” at them. The best place in 
master 
plumbers are thinking about is to join 


What they said 


at these conventions will interest you 


them at conventions. 


| ‘VE TAKEN UP SO MUCH SPACE TELLING 
you what’s in this issue, I haven’t any left to tell 
But let it stand 
with what our friend in Queensland said 


you what’s going to be in the next one. 
every issue 


will surpass the previous one 


a. 
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IT IS EASILY MOVED. 











IT OPERATES LARGE PIPE ; ‘ ; 
CUTTERS AND THREADERS— , Y i , 7 


BEATING TIME trast » 
WITH A *“*TOLEDO”’ JUNIOR POWER DRIVE tell 





The “‘TOLEDO”’ Power Drive has firmly established itself as the most efficient oa , wa 
power unit for driving hand operated threading and cutting tools. The ' 
thousands that are in use to-day, and the many repeat orders from owners, ane 
is conclusive evidence of this fact. JUST CONNECT ; 
Now for the operator who desires a “‘TOLEDO”’ Power Drive that he can con- TO A LAMP wh 
nect to the ordinary lamp socket, we offer the ‘“‘TOLEDO”’ Junior Drive. This SOCKET. lye 
machine is slightly slower in operation, has but one operating speed of 24 tha 
RPM, and is primarily designed for operating ‘‘TOLEDO"' tools, cutting and . 
threading pipe from 4-inches down, altho it will successfully handle the ner ; pri 
sizes. 

wh 
A postcard to us will bring you complete information. : 

ou 

BUY BY COMPARISON AND YOU'LL BUY A eve 


“Togs \} cal 
be F pr 


THE TOLEDO PIPE THREADING 


MACHINE CO. TOLEDO, OHIO J% 5" 


NEW YORK OFFICE, 50 CHURCH ST. 
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Blanket The selling policy that permits the placing 
oft blanket orders is a poor policy. When 
Orders 


a jobber will cover a customer for a quan 
tity of scods without requiring shipment within a speci- 
fed time, he makes of that customer a potential price- 
cutter, Ability to check against a blanket order, placed, 
for instance, on a car load of pipe at 10 points under 
the market, means ability to cut under the bid of the 
customer who orders, pays for and carries the goods that 
his business will absorb. It is a policy that puts the 
unfit on an equal footing with the fit, discounts to noth- 
ing a business experience of years, and makes of buying, 
not a study but a game of everything to gain and nothing 
to lose. This is not alone a jobber-plumber question. 
It is a manufacturer-jobber relation, as well. Its remedy 
is a proper interpretation of an order. In the interests 
of good business, make an order an order. 
make 


Don't prom- 


ises—make good. 


4s You There are many people who make up the 
Ps : | 

r ° plumbing-buying public who cannot think 
Think 


same time that he charges too much and takes too long 


of a plumber without thinking at the 
to do his work. It is psychologically true that when 
an individual hears something often enough, he will 
matter what his common sense 


begin to believe it, no 


tells him. It is quite possible for the plumber, in this 
way, to begin to believe that he does charge too much 
and does take too long to do his work, This will explain 
why he fears, so many times, to sell the kind of plumbing 
that he ought to sell. If customers complain of the 


price of the cheapest kind of goods he has in his store, 


? 


what chance has he of getting them to pay still more: 
Such a thought should be banished once and for all by 
every master plumber. The man who sells price is no 
salesman. He transmits to the prospect his fear that the 
and the prospect cannot be blamed 


Think and talk quality and_ service. 


price is too high, 
for thinking so. 
The public will pay for it 


The reason some people slip ts 
because they haven't the sand. 


15 


Plumbing regulations have 
Phat 


The National." 
Plumbing Code protec 


That and that alone 


and 


is 


purpose. 


the public against 


injury to health and safety. For 
the 


plumbing installation are the same everywhere 


this purpose necessary desired results of a 
Regula 
tions to secure such results should therefore be the same 
everywhere. The Minimum Requirements for Plumbing 
in Dwellings and Similar Buildings are such regulation: 
They do not pretend to cover the detailed needs of every 
individual community. They are the fundamental require 
They 


which a 


ments for every plumbing installation everywhere 
the 
plumbing installation will not prevent injury to health 
On 


are fundamental requirements without 


and safety. They are the basic laws of sanitation. 
them can be built local plumbing codes that will regulate 
installations to take care of local conditions if necessary 
Many be None can 
be They will make of plumbing the con- 
tributor to the public health that it should be. That 1s 
will make of 


codes will decidedly more. strict. 


less strict. 


how they will benefit the public. They 


plumbing a science which will have the public’s con- 


fidence,—a science in which experience, knowledge and 
They will-effect savings that im 


effect That 


ability will triumph. 
telligent 
is how they will help the master plumber. 


standardization in any line will 


to 


Going the bottom of 
things lands you at the top. 


John J. Vogelpohl, president of the 


A Code National Association of Master Plumb 


of Ethics «: 
conventions the need of a code 


He promises that the Educational Committee 
Portland. 


, is pointing out at the various state 


f ethics for the master 


plumber. 
will bring one to the national convention in 
\ code of ethics establishes principles that recognize fair 
dealings, honest methods and high standards in business. 
There are methods of competition which are clean, hon 
orable and legitimate, whereby it is possible to compete 
without wronging others and without demoralizing busi- 
\ code of ethics lists those methods. Many lines 


ness. 
of business have been built on one. The master plumber 


should have one. 
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This section of Carver & Aschmann's store is devoted to gas ranges 


Right from the Start 


MILT MARVELS prophesies success 


HE minute a master forgets that he is selling bath 
tubs, kitchen sinks, and all the rest of the plumbing 
paraphernalia, he has taken a big step on the way 

toward successful merchandising. 

That probably sounds contradictory. 
mean: The best radio advertising now doesn’t stop with 
describing the “innards” How many 
radio advertisements have you 
lately that didn’t tell you how comfortable it was to stay 
at home and hear good music? They contrast a couple, 
sitting in a comfortable room, with a crowd out in the 

Both are seeking entertainment. The 

The couple is avoiding it 


This is what I 
of the receiving set. 


seen in the magazines 


rain and snow. 
crowd is enduring discomfort. 


GETTING “UNDER THE SKIN” 
OW many masters, even, have followed the tip 
H given by the national advertisers in our own field? 
The minute you lay eyes on a page in any one of the 


big magazines —a page put out by one of the big manu 


facturers, it shouts convenience, and beauty at you 


begin to read you'll find that you are being 


than the 


When you 


sold something more products that may be 
pictured 

They’re clever, those men who write that copy. They 
know that, while the average woman is interested in know 
ing about the mechanics of producing good enamelware 
more interested in the 
That is, 


interested in what good enamelware means in appearance 


let us say, housewives are still 


human side of the purchase they are more 
in their home 

So the good copywriter appeals to the housewife’s pride 
And 


visitors may go to any part of 


in the appearance of her home what pleases her 
more than to know that 
her home and find it beautiful? 
why children are so often 


ments? Even closer to her heart than pride in appearance 


Have you ever wondered 


pictured in these advertise 
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t} care the hou wife ‘ her children Giving the know what it means when someone has put a thought 
hildren chance to grow up in healthy surroundings is like that in your wives’ heads That angel food cake 
far more important to her than any other consideration would have been fit for a king if only there’d been a 
And tl ele ! I riter knows it wheel on her gas range which could have been set at 

2300 degrees 
rHE RIGHT ADVERTISING MEDIUM If my experience is worth a bent copper, sooner or 

VYOW, having that preamble off my chest, I'll proceed later there's going to be a wheel on her gas range that 
NX to the story which will show you the moral pointed can he set at 300 degrees—-even if a whole new gas range 
out as it works in practice Most often I[ tell you about has to come along with the wheel. That’s strategy, that 
plans which h l to present succes and volume busi last line and a half, well worth studying and practicing. 
ness. Occasionally I show uu the dark side of the pictur But suppose that by now the lady in question has 

the fellow whi s missir h satisfied her desire for that wheel 
opportunities In this story I'm along with the new gas range 
turning prophet I'n predjetin . : ; And suppose, further, that the 
success for the firm of Carver and I RY THIS ONE! angel food cake, or the Sunday 
Aschmann, of San Francis« roast, doesn’t come out of the oven 

In two years, they have wot ie aire as light, or as brown, or as tasty as 
recognition as a live, progressive ANGEL FOOD CAKE it should Carver & Aschmann 
organization In a city like San can’t tell the lady that she doesn’t 
Francisco, the problem of keeping Whites of & eggs cook properly. The lady, of course, 
the firm’s name before the public ; Teaspoonful cream tartar is likely to blame the range. 
presents some difficulty Yet, fron 1 Cupful of sugar She is urged to bring her roast, 
the very beginning, Carver & Asch ; Cupful of flour or her cake materials, to the Car- 
mann have recognized the necessity ; Teaspoonful of salt ver & Aschmann store. Here the 
for advertising ; Teaspoonful vanilla lady in charge demonstrates that 

Obviously they can't afford news : , it is possible to turn out an angel 
paper space Rates are prohibitive Beat whites of eggs until frothy; add food cake worthy of the name, and 
in any large city for a small firn sy = bs se " ea ‘ a “ig aa to brown the Sunday roast “to a 
Resides, the circulation of the daily , Ices : <i sgnot pang AF oe: turn.” You know how friendly 
paper seattered Too many peo hae aed ill ean Set wheel at 300 two ladies will get over a recipe. 
ple live too far from the part of t} : i ie Mia at Ba ie is The lady who bought the gas range 
city where these masters operate et ae Os otk aa, (or who is thinking of buying one) 
to make it likely that they would isn’t even conscious that she’s 
take any notice of their advertising being coached in cooking. But 

Direct-mail advertising in thi = i when she leaves the store she is 
particular local situation the CARV ER & ASCHMANN sure of one thing—that the range 
only thing left It can be directed 279 SIXTH AVENUE and the regulator will do their part 


to likely prospect Its cost can | in preparing a tempting meal. She 
mntrolled The problem was to Phone 3575 Post Office has seen it work and without being 
hit on something that would in Pacific Building offended feels that she has been at 
terest the housewife fault. 
Now, as a mean f extending 
their business, Carver & Aschmann have been pushing a KEEP CONTACT WITH CUSTOMERS 
line of vas rane And hers 1 will see how they have N every phase of their service, this progressive firm 
taken a page out of the bos f the national merchandiser | keeps in mind the fact that the merchandiser’s best 
What do people want with gas ranges? They want them asset is the contact with his customer. ‘Many masters 
to cook with Naturally the housewife is proud of her do not care to handle accessories Some object to the 
ibility in the kitchen So she on the lookout for good time it takes to make small sales. But it’s just here 
recipes If she in put something on the table in the’ that the ground is prepared so often for later orders 
evening that wins a word of prai from friend husband which run into real money. 
she will count that day well spent Carver & Aschmann feel that if their customers have 
So these masters send out cards On one side is copy to go elsewhere for things, someone else is going to instal 
pertaining to the line of gas ranges they sell On the them I have heard it said at a number of conventions, 
other is a recipe We reproduce the recipe side of the that if the master plumber really merchandised his busi- 
card Let me call your attention to the last line and a ness, there would be no complaint that people were buying 
half, set in italic “Set wheel at 300 degrees, allow oven directly from the manufacturers of certain specialties. 
to pre-heat, bake in ungreased pan for fifty minutes.’”” The master who merchandises keeps his contact with his 
If that isn’t the quietest, most effective bit of mer customers and prospects, and they do not find it neces- 
chandising I ever laid eves on, T'll buy you a new spring sary to go “over his head’’ in order to secure the mer- 
hat Mrs. Housewife gets one of these cards She tries chandise they desire 
the angel food cake recipe—-and I understand from the 
lady who bakes my angel food cakes that there’s nothing GETTING THE RIGHT PRICE 
in the cake line quite so easy to spoil-—and it doesn’t come “HERE are other things which put me in a prophetic 
out as light and tasty as it ought to ‘T frame of mind. They say they give, and they do, give 
“the best service on earth’ at Carver & Aschmann’s. And 
SELLING “THAT WHEEL" they aren’t making the mistake of so many men, new to 


reads over 


NHE 
a immediately 


wheel at 300 


wheel on her gas r 


degrees id 


the 
Of course it 
Very 
And you men who pay the bills 


the exalted 
to make frie 


forget the inevita 


the trouble is clear 


has to do with 


recipe and 


sé 


setting the way 


likely there isn’t such a 


ange 


position of a 


think that the 
nds, and get a volume of business, is to 
ble twins, Overhead and Profit 


master, who 


(Continued on Page 59) 
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What many leaders in the plumbing and heating 
industries think of a selling policy that will 


Make An Order An Order 


ROTECTION against price chang 


ra. shopping around after an order is 


these practices, according to advocates of good busi 


ness, are unfair and act as boomerangs on the 
people responsible for them. A determined effort ¢t 
stamp out these practices in the plumbing and heat 
ing fields, for the good of all concerned, should be 
made. “Domestic Engineering” has announced tts 
stand in an editorial, “Make an Order an Order,” 
under date of February 28. Education and constant 
agitation can put it across. Many leaders tn our field 


express themselves in this article, and we have man) 
more letters that will be used in this campaign. Read 
this and let us know what you think 


ONSPICUOUS 
in the plumbin 
good 

buyers against price changes and allows blanket 
without specifications for shipment within a limited time 
Such a unnecessary knowledge of the 
market, makes the of years, and 
brings into competition with the able business man a man 
little about 
Order.” 
order 


the 
g and heating field, not in line with 


among competitive practices 


business, is the selling policy that protects 


orders 
makes 


policy a 


valueless experience 
business 
That 
is an order, 


who needs know 
“Make an Order 
it the remedy. If an 


an slogan carries with 
and not an option 
may not be released for ship 


profitable 


to buy goods that 
ment, the 


may 
transaction 


or 


of a business in any 


branch of plumbing and heating will become the work of 


only those men who are well qualified to carry on such 
a business. 

F. R. Dengel, F. R. Dengel Mfg. Co., Milwaukee, Wis., 
president of the Central Supply Association, says, “It is 
a whale of a job to make this slogan effective, but we must 
this slogan continually and it will 
show surprising results.”” Mr. Dengel feels that the edi- 
torial ‘‘hits the squarely the head and digs at 
the root of one of our worst This would not only 
benefit the manufacturer, jobber and the master plumber, 
but most of all the consumer, who in the end pays the bill, 
for the ‘quality’ but an 
inferior article only rules. I tell 
you that the Central Supply Association appreciates your 
effort to correct this most demoralizing custom.” 

Mr. Dengel is one of many who, in quick and hearty 
response to “Domestic Engineering’s’’ opening gun of a 
campaign that “Make an Order an Order,” ex- 
pressed themselves as solidly behind such a movement. 

G. E. Keenen, Bayonne Supply Co., Bayonne, N. J., 
president of the Eastern Supply Association, says, ‘‘This 
certainly is one of the many ills of the trade today. One 
of the reasons for the very bad competitive conditions to- 
day is the weak practices which have grown up. There 
is no question but what you have hit on one of the very 


keep hammering at 


nail on 


evils. 


not goods specified, usually 


where price want to 


aims to 


bad ones. I hope that your article will be widely read 
and will have a far-reaching effect.” 
W. E. Clow, Jr., vice-president of James B. Clow & 


Sons, Chicago, Ill., writes, ‘I feel that you are certainly 
on the right tack and if you can accomplish anything 
through your columns ‘to make an order an order,’ you 
will help in a movement for the betterment of the entire 


industry. I believe that the jobbing fraternity are in a 
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mood to accept this new order of things, provided the 
manufacturers will adopt such a policy and adhere honestly 
to it It is going to require considerable education, how 
ever, to have this practice become a regular trade custom 
as we have been used for so many years to the other 


police rr 


HOW ABOUT IT, MANUPACTURERS? 


R. CLOW seems to put it up to the manufacturer in 
M his letter. If the latter can establish the policy of 
“making an order an order,’’ many letters received by 
“Domestic Engineering’ from such sources would indicate 
that success is possible 

KE. A. Eckhouse, Central Brass Mfg. Co., Cleveland, O 
says, “We are entirely sympathetic with your editorial 
The National Association of Brass Manufacturers dis 
countenance blanket orders or ‘protection,’ in the form 
you describe, and we do not indulge in the practice. We 
certainly approve of any effort designed to place the 
méthods of the industry on a businesslike and ethical 
plane.” 

B. A. Schutz, vice-president of the Central Foundry 
Co., New York, endorses “Domestic Engineering’s’’ stand 
heartily. His letter, in part, read In the first place, 


we have been opposed to the practice of giving protection 
against advances in prices and we have been more op 
posed to the practice of giving protection against declines 


in prices. We have also been opposed to the manner in 
which orders have been regarded by both manufacture 
and jobber.” Mr. Schutz feels that the position of every 
concern, Whether manufacturer, jobber or contractor, 
which has been affected by these practices, has been that 
“it has been necessary-—at least, it appeared so in ordet 
to get even a fair share of the business. We have always 
hoped, however, that the folly, of such policies would be 
pointed out and a keen and earnest desire manifested 
toward their elimination.” 

W. B. Neal, general manager of sales, Somerville Iron 
Works, Somerville, N. J., and Chattanooga, Tenn., ex 
presses “our most hearty approval of the.stand you have 
taken. You are due the co-operation and support of 
every manufacturer and every jobber of plumbers’ sup 
plies in your efforts.” 

W. Hl. Cadwell, president of Beaton & Cadwell Mfg. 
Co., New Britain, Conn., writes, ‘‘We have advised all our 
agents and salesmen to always remember that blanket 
orders did not amount to anything more than protection 


to the jobber, enabling him to use his low prices knock 
else 


to recognize these facts and put them into effect, making 


ing somebody If manufacturers could be persuaded 
no prices except for stated deliveries at stated prices, our 
troubles would be largely solved and this would stabilize 
business for the benefit of everybody.” 


THE MASTER PLUMBER 
PHAHE master plumber’s voice has been heard, too. Such 
I practices as are described in ‘‘Domestic Engineering’s”’ 
they allow the ‘‘price-cutter”’ to 


hit him in that 


exist in competition with him 


editorial 
If an order were an order, 
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the basic support of price-cutting would be knocked from 
under the practice, and the experienced contractor would 
reap the benefit of his experience and knowledge of busi 
ness. 

Ahlbach & Mayer, master plumbers of San Francisco 
Calif., refer in their letter to the angle of the ‘““Make an 
Order an Order" campaign which touches the jobber who 
does not consider an order placed with a competitor as a 
closed incident. They say, “We heartily concur in your 
remarks, for we have always felt that the party whose 
price we use to secure a 


contract is certainly entitled to 


the order for the goods We always practice this policy 
likewise You have 
much but no 


success in 


and expect our customers to treat us 


which abused, 


all 


opened a subject has been 


doubt can be corrected, andywe wish you 


your endeavor.’ 


ENGINEERING 
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W. W. Hughes, of the Hughes Heating & Plumbing Co.. 
Minneapolis, Minn., says, ‘‘Most certainly an order should 
order, and every order should include a definite 
shipping date for materials booked for shop delivery, 
although some leeway must be allowed for deliveries to 
be made to work in progress.” 

David Whiteford, River Forest, Ill., from the vantage 
point of a long life in the plumbing and heating business, 
“As I see it, there should be no back door to honest 
dealing. If a contractor has a plan and specifications and 
wants an estimate on the material required, he may go to 
a manufacturer or several jobbers and get their figures. 
Then it is for him to take the supply house and order the 
goods needed (if he has got the job) and this should end 
Mr. Whiteford signs his letter, ‘Yours 


be an 


Says, 


the transaction.”’ 
for progress.” 


Legal Decisions 


TO CONSTRUCTION 
make 


eonstruction 


OF CONTRACTS 


RTS 


RULES AS 


NAT 
> is a 


used in a 


lo not contracts for and it 


that, 
and 


parties, 
the 
unequivocal, it 


rule of where language 


contract is plain must 


usual and ordinary meaning, unless 
that 
trade or technical 
that 


the 


be given its plain 
it further 


acquired a 


appears words or phrases therein have 


meaning It is also a rule 
construed in 
the par 
ascertained from 
the 


was 


of construction contracts must be 


with and intention of 
far as that 
language of the whole 
the the 
subject-matter of 
the 


therein 


accordance meaning 


ties, in so intention can be 
the 


the 


situation of 
the 
the 
the 


may 


contract, 
contract written, 


the 


parties at time 


purposes and contract, and 


mutual construction by parties themselves of 


terms and conditions written Oral evidence 


not be received to vary the terms of a written agreement, 
court in construing 


the 


but only for the purpose of aiding a 
the 
of the parties at the time the contract 


understanding 
but 
where, under the state of the proof, the language is not 


language used in accordance with 


was written, 


subject to such construction, a court of equity will 
reform the contract to conform to the real intent, agree- 
ment and understanding of the parties United States 
Circuit Court of Appeals, in Corbett v. Winston Elkhorn 


Coal Co., 296 Federal Reporter, 577 


ACCEPTOR MUST PAY KNOWN PRICE 


DEALER has a right to set a price on his wares, 
{\ and when a purchaser, with knowledge of such 
price, takes and appropriates the article, he must pay 


Otherwise, a party could profit by the mistake 
To permit this 


that price. 
of another when he had suffered no loss. 
would be inequitable and unjust 

a price of $300 for a two- 
cut and polished. 
By mistake A. ships 
Again, a 


To illustrate: A. quotes B 
carat diamond in the rough 
B. orders the diamond in the rough 
the other, and B. 
dealer in second-hand automobiles quotes B. a Dodge for 
$1,000 and a Cadillac B. orders the Dodge. 
By mistake A. ships the Cadillac, and B., being pleased 
with it, accepts and When B. calls on 
him to pay he refuses upon the ground that the machine 
$1,500. By accepting the ma- 

he impliedly 
the 


or $500, 


accepts same and uses it. 


for $2,000. 
begins using it. 
is only reasonably worth 
with knowledge of the price asked, 


agreed to that price. It is fixed 
dealing between the parties. 


chine, 
pay by course of 

In the case before the court, the complainant priced 
certain brackets in the rough, also in a finished condition. 


The ordered the brackets in the rough, but, 
through mistake, the complainant delivered them in a 
finished condition and the defendant accepted and used 
them. The defendant had the right to reject them and 
to demand delivery of the goods ordered. By accepting 
and using them, with knowledge that the complainant’s 
price was $32 each, the defendant impliedly agreed to pay 
that sum.—Supreme Court of Tennessee, in Ross Meehan 
Foundries v. Bridge Co., 261 Southwestern Reporter, 674. 


defendant 


TAKING OF CASHIER'S CHECK BY HOLDER OF NOTE 

N the absence of special agreement to the contrary, 
| the mere acceptance, by the holder of a promissory 
note from the maker of such a note, of a cashier’s check 
is not absolute, but merely conditional, payment, defeasi- 
ble on the nonpayment of the check. 

The fact that the holder of the note, upon re- 
ceipt of such cashier’s check, surrenders the note to the 
maker does not overcome the presumption that the check 
taken as conditional, payment. The 
surrender of the note in such circumstances is presumed 
to be conditioned on of the check. And the 
fact that the creditor gave his debtor credit for the amount 
of the upon thereof, and before it was 
paid, will not conclude him, unless he is chargeable with 
negligence or a want of fidelity; for such entries in the 
nonpayment of the check interpreted as 
evidencing conditional payment only. 

What is reasonable time for presentation of a cashier’s 
check, depends on the circumstances of each case.—Su- 
rt of North Dakota, in Lloyd Mortgage Co. v. 
Davis, 199 Northwestern Reporter, 869. 


mere 


was not absolute, 


payment 


check receipt 


event of are 


preme C 


USE BY PARTNER OF AUTOMOBILE FOR 
PLEASURE PURPOSES 

HERE partners expressly authorize the use of 
ay om automobile for pleasure purposes, such au- 
thorization does not constitute the partner who is using 
the car for his individual pleasure a general agent of 
the partners for whose negligent acts they 
are all responsible, unless he is at the time using it in 
the business of the partnership. He is a co-owner and 
as such co-owner is entitled to use the car as he chooses. 
The other owners stand in the relation of principals re- 
sponsible for his acts as agent only when he is using 
the car for the general purposes of the partnership or 
in some common enterprise.—Supreme Judicial Court of 
Massachusetts, in Bunnell v. Vrooman, 145 Northeastern 
Reporter, 58. 


remaining 











entral Heating Here and There 


CENTRAL heating plant was recently completed 

for the John E. Brown College of Siloam Springs, 

Ark. This plant is claimed to be the largest and 

most modern plant of its kind in the northwest part of 
that state. It is of the high pressure type, and drawings 
showing the layout of the buildings are shown herewith 
The plant is equipped with 100 H. P. high 
boiler putting high pressure steam to a concrete 
duit, to the boys’ dormitory, a distance of 500 ft.; to 


pressure 
con- 


the girls’ dormitory, a distance of 700 ft., and to the 
hospital, a distance of 200 ft., with reducing valve in 


each building. All of the buildings are located on ground 
higher than the boiler room, and the boiler room end of 
each lirfe is bled through high pressure steam traps into a 
receiver tank of 10 barrels capacity. 

The vacuum return line is also discharged through a 
steam vacuum pump into the same tank. A 
boiler feed pump is used to pump from receiver to boiler. 
The vacuum pump is a steam pump that is controlled by 
a governor. 

A high pressure 
pipe, as the steam would condense at low pressure before 
it reached the building. The pump keeps from 10 to 
20 lb. of vacuum on the steam line, keeping the radia- 
tors free from water, and reducing the resistance, insur- 


receiver 


is needed to carry the steam to the 



































float and thermostatic return line trap The girls’ dor- 
mitory is a very poorly constructed frame building 
heated by a one-pipe system, using a 6-in. overhead 
steam main which carried a distance of 300 ft. from an 
old boiler which has been disconnected At this point 
it branches off with three return mains At the end 
of each of these old mains where the quick vents were 
we installed a combination float and thermostatic steam 
trap. 

The engineers who installed the job were not quite 
sure of this installation, as some of the radiators were 
500 ft. pipe distance from the old boiler room where 
steam from the high pressure line Was connected How 
ever, they were very much pleased to find that every 


radiator heats perfectly, and, instead of hammering as 


the old job did, is perfectly noiseless They removed 


the automatic air valves from the radiators and plugged 
the holes 

The plant is housed in a reinforced concrete building, 
34x60 ft. in area. In addition to their 100 H. P. boiler, 


everything was made in readiness for another boiler of 


the same size. In addition to this, provision has been 


made for two more boilers when they are needed 
This plant heat for all the 
the campus and will, with the addition of another boiler, 


will furnish buildings on 


ing a great degree of efficiency in the plant. heat the ‘California’? building and the proposed admin 
The boys’ dormitory and the hospital are piped espe- istration building There are 1,500 ft. of conduit from 
cially for this job, and in each is a large combination the plant to the buildings. 
7 The estimated cost of the plant, including the radi 
¥ : ators, is $20,000. 
/ \ The plant was designed and the installation superin 
rd ’ tended by D. R. Jones, of the Jones Supply Co., Siloam 
( ““ate of ne ma 
Se Bie Springs, Ark 
et Dorrm tory 
. CENTRAL HEATING IN CANADA 
_ T would appear that the trial of central heat 
4 | ing as a municipal service has proved sue 
Calfernia Building | Ne . cessful in Winnipeg, Canada, for the City Hydro 
| ~~ F which operates the system, has just made ap 
T "a | \ / plication to the Publie Utilities Commission for 
: ‘ ee, we permission to carry out a million dollar exten 
: : 2) oi sion of the system. 
' ' ae “a ; ‘ 
: i It can only be a matter of time before 
; ' a) Montreal makes its experiment,’”’ says tue Mont 
' \\ real Daily Star. 
“Conservatism in modern innovations must 
: \ eventually give way to progress We are al 
: ‘ : \ ready so far behind other big cities in such 
H ‘ ‘ matters as incineration that anything practical 
ln Qurse of Construction which can be shown to result in improved sani 
Hospital tary conditions ought to command = close 
ittention.’ 
(Continued on Page 23) 
— 
] 
/ Boys | 
| | 
| / 
: | / 
| / 
v / 
Layout of buildings heated by the central heating plant at the John E. Brown College, = / 
Siloam Springs, Ark. Sa 





When should a check valve be put on a pipe line? Letters on this subject are in- 
vited in this article, in which the writer takes the position that they are frequently | 
used without necessity. Included is a table of tests on various valves that 1s of value 


heck Valves 


sy Ki. W. RIESBECK 


‘ 
WwW: } | l n pip ! Thi ment. we believe they are a nuisance rather than a help 
: , 1 , 1 todav where there LET US SEE WHAT HAPPENS 
: eee a In fa the ire sometimes ; ET us consider Fig. 1 for a minute to get clear in 
Ir ) pe nt [| our minds what takes place when a check valve is 
i ore trouble than placed at C in the return line from the two coils, between 
Mar | ‘ ire put on pipe lit oil No. 1 containing 200 sq. ft. of radiation and coil 
No. 2 containing 200 sq. ft. of radiation. I have made 
1 drawing both coils the same size to avoid complications and any 
ot ery eee ' ia 1} which appeared rgument about the sizes of the coils 
Domestic Engineering The steam supply line i hown above the return and 
on each of the ix ou will notice it carrie 10 lb. of steam pressure. This : 
were held bach pressure is delivered to coil No. 1 through a tee marked 
ide a seriou » and to coil No. 2 through a tee marked E The con 
\ nt Inen 1 tell us frankly after densation from coil No. 1 enters the return line through 
the problem, if pipe B and from coil No. 2 through pipe A The check 
vil they have ( is located between the two 
If not, tell u why While the coils are filling with steam we have less 
i ) ! is wh han 40 Ib. pressure in the coils, no doubt The con- 
[ t ¢£ | ties densation flows by 
1 if po } | ’ |} rae : = {t fi a gravity to the re- 
) . eam . — | a turn line and to the 
e = Connect ¢t il 2OOK Al cs (Nery gid 4 is / trap When both 
Fig A coils are filled, the 
n t . 6 ( pressure in the coils 
; a 4 200 § #2 increases so that in 
We know that we YI the return line, we 
re going to be crit Y ( /_40/b i) have 40 Ib., minus 
zed, but tl nu ee 2 elur ne trom Coil 4; LA Return line from of course, what is 
ne fusing checl : aos (oul 42 lost in friction. Both 
lve where thev {} : - 1| |t : H {7 }} > a) coils are of equal 
yuld not be used ) 2 . — | nent {| 7"! vn —t | pipe size and of 
hould be stopped tro _Aeturn line from equal capacity, con- 
I have actual data ; (ou ‘o trap sequently the loss is 
on hand of chang‘ Fig. 1 equal in both cases. 
that were made ur When this has taken 
der operating conditions where check valves were installed place and the pressure in both coils is 40 lb. the water 
in pipe line nd where the flapper were removed, the of condensation from coil No. 1 will flow readily into the 
connections left the same as before ind excellent results trap, but it will not flow from coil No. 2 because in order 
obtained Before this flapper was removed, the time as to do that it has to lift the flapper of check valve C, 
well as the work that was performed by the apparatus wa which requires a certain amount of pressure, and having 
not satisfactory Data I have how the time and the {0 Ib. pressure at F holding the check valve closed, it 
operating conditions when the check valve was used, and requires additional pressure, you will agree, on the other 
o when the flapper was taken out of the check valve ie of the check valve at H to open it This additional 
without any other changes being made, and these figures pressure depends on the size of the check valve and the 
ire real remarkable We are not going to present them weight of the flapper 
now because I want a thorough discussion from all on thi Suppose it requires 1 oz. pressure only. Tests made by 
subject the writer on various check valves have shown that, for in 
: Do not misunderstand u Check valves on boilers and tance, a 45-deg. 2-in. check valve, fitted with a compo 
tanks that are supplied by pumps are necessary \] sition dise, requires 4 oz. to lift the check If you will 
on low pressure heating boilers they are absolutely nece look at table, Fig. 2, this will give you the height of a 
sary, and there are perhaps a few other cases where it | water coluinn, or in other words, the height of the water 
necessary to put a check valve on the pipe line, but on na pipe when the pressure on the other side varies from 
coils and cooking apparatuses, as well as on steam tables % oz. pressure to 16 oz. pressure Trouble could often 
sterilizers, cookers, and steam-operated kitchen equip be side-stepped if the contractor would study this table 
»? 
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THE EXPLANATION a the proper working of the coils, this 
ET us go back to our original ex |] hould not be overlooked 

. ample; let us say that it requires 1 im The writer has connected coils in this 
oz. pressure to lift the flapper in the check 60z pressures277 weler\| | manner any number of times and has never 
valve By looking at table in Fig. 2 vou (Sox = 2 { had a failure to report Blast coils con 
will note that 1 oz. pressure is equal to a 402 ‘ae * nected in this manner have proved succes 
water column of 1.7 in In other words, Jon =225 1 ful nd never froze up under the most 
the condensation in the return line from S Con ‘ 20.8 a | severe weather conditions when the ther 
the coils will stand about 1%, in. high at S| a Wiens ] | mometer dropped to 20 degrees below zero 
H, and in the entire line before it is able 3 a pa ‘ | be ise the condensation was discharged 
to lift the check valve and flow into the Q Box o;3 4 promptly and immediately ifter being 
trap Sp 702 =f; 1| | formed 

If the flapper of the check valve takes (| 60x 2/03" «- 
{ oz. pressure to lift it, the water in the é THIS SUBJECT FOR DISCUSSION 
return line back of the check valve at H 8 j YE HOPE we have made this matter 
will stand 6 9/10 in. or nearly 7 in. high : \W as clear as it is possible to make it 
before it is able to lift the check The st We will not at this time, give any othe 
water will always remain at this height as data showing that the foregoing is correct 
long as there is steam on both coils at and has proven to be so in practice, be 
equal pressure If we shut the steam off cause we desire a thorough discussion ot 
of coil No. 1, thus removing the 40 Ib this subject before doing so Letters re 
pressure at F, tending to hold the check ceived on thi ubject will be discussed 
valve closed, then the water at H will seek later, so that we all will know what the 
its own level and flow through the check majority has to say about this matter 
valve into the trap. You may wish to ask what will happen 

This is not serious of course, if the pipe if vou leave the check valve C out of the 
in the coils are vertical or away above the Fig. 2 return line In the first place, you will 
coils marked No. 1, or if the coils are ve money, the cost of the check and 
standing upright, or have a header above If the coils the nipple neces arv, also the labor, because one. piee 
are both on the same plane and are lying down, and are of pipe will do. In the second place, nothing will happet 
only 1 in. in size, you can readily see that if it only take The condensation from coil No. 1 will, in all probability 
4 oz. pressure to lift the check valve flapper which is back up into coil No. 2, for a minute or two while start 
equal, according to the table in Fig. 2, to a water column ing, and as soon as both coils are filled with steam, the 
at H, of 1 in. in height, the entire 1-in. coil will be flooded condensation of both will flow by gravity (gravit mear 
at all times. by its own weight) into the return line and into the 

Consider an instance of blast coil work In such a case trap 
where the pressure is less in the first section than in Is it not perfectly simple and clear that the check 
any of the following sections, due to the enormous con valve is of no use at all in case ich as given in thi 
densing capacity of the first coils while coming in contact article? Furthermore, can you not appl this informa 
with the cold incoming air, the check valve, if one i tion to a great many other problen that are facing you 
used, must be placed low enough It should be located If you will keep in mind the principle involved and 
14 to 18 in. below the coil outlet so that the column of reason the matter out for yourself what will take plac 
water standing in this connection will be great enough if the check valve is placed in the line Many thousand 
to open the check valve of dollars can be saved in this manner and not only that 

In cases where this is not possible it is far better to the working conditions of the job can be much improved 
leave the check valve out and connect the returns direct I wish I had counted all the number of check valve 


to a bucket or ball float trap This connection should flappers that I have removed from check valves personally 


always be made full size of the coil outlet in order that in order to make the jobs operate better and circulat 


all condensation he removed as soon as it is formed properly, which they did not do when check valve were 
This is of the utmost importance, and in order to insure put in 


Central Heating Here and There 


(Continued from Page 21) 


Reference was made to the great advantage derived ing system is individual and bys tovepipe methods But 
from central heating, through the elimination of dust, it is rather with an eve to the future that economist 
dirt, unhealthy fumes, ash removal and coal transporta are regarding the idea 
tion. Its adaptation to most modern buildings would be a 


The problem of cost is one concerning which there comparatively simple matter, and for new buildings no 


seems to be some variance of opinion, but it has evi more difficult or costly than the necessary installation 
dently been solved satisfactorily in those centers where of water and electric lieht ervice 
central heating is being utilized and extended. “Montreal will be compelled to take notice of what 


There is of course no possibility of the application of other cities in Canada are doing along this particular 
this system to very wide areas Nor could it be em line,” says this paper, “if she is not to be left behind 


ployed to serve old buildings where the existing heat in the march of progre 








In this banner session of the Schoolmaster’s class, so many were 
“present” that it has been impossible to reproduce all of the draw- 
ings submitted. Of the sixty drawings, we are able only to show 


thirty-eight. 


The 


The remainder will be found in next week’s issue 


Schoolmaster anaHis Class 


VIXTY corrected drawings were submitted in connec 
tion with the incorrect drawing problem shown in 
the Jan. 17th issue, and the correction and discussion 

of these is to be the work of the Class at this session 

The discussion of this number of drawings is quite a 

proposition In order to economize space as far as pos 
sible, we are going to designate the different fixtures 


by letters 
the class 


will be 


The name of the thirty-eight members of 


whose drawings are presented in this issue found 


in the hox. Even with our letter-designation of fixtures, it 


have its own trap. Fixtures B, D and H are crown vented. 

Fig. 6 This is a crown vent job Crown vents are 
no longer considered good practice The same criticism 
of the venting of groups K and M applies, as explained 
under Fig. 5 V should be vented P and Q should be 
separately trapped 

Fig. 7 Fixtures D, H, I, L, N, O, P, Q, S, T, U and V 
are not vented. Soil stacks, vent stacks, circuit and loop 


vents cannot possibly vent S traps such as P, Q, S and T 
show. This was fully explained in the last Schoolmaster 


article 


has been impossible to present Fig. 8 Little to criticize. P 
all - of th drawing rh Those attending this session of the Class are ind Q should have BE parate 
remaining twenty-two will ap Fic. 1 T. G..” Birmingham, Ala traps A note accompanying 
‘ar next week Fig. 2 F. L. W.,” Long Beach, Calif this drawing states that if 
pe " nex k ric, 3—"G. N.S.” Napa Calif. his dra g a ha 
Twenty-eight states and Fig. 4—Wm. Henry Brooks, Paso Robles, Calif grease traps are not used on 
: ; yr 6—C) Musselman, San Francisco, Calif. 
provinces are represented in Ay mn to tuchin Coto. the sinks, drainage from them 
this list, which should insure ae Ul ope H ee ee Del must be run to a catch basin 
‘ig. & cenmore ve., licago, | - 
a considerable variety in plumb- Fig. 9—Harry Degenford, Elkada, Iowa and discharged from same into 
ing practice ay TRF gy a sida iti the main house sewer. 
Following is the discussion Fig.12—John Fletcher, Baltimore, Md Fig. 9.—B and D have crown 
> Fig. 13—R. A. Lamar, Baltimore, Md " 
of the chief features of the Fig. 14—John A. Cleary, Brighton, Mass vents. C needs no vent. J could 
9 , - inoa Fig. 15—Philip Chase, Harwich Port, Mass waste inte e cireui 
ixty drawing Vig. 16—J. KE. Alner, Roxbury, Mass vm . into th ircuit vent 
Fig. 1 P and Q should be Fig. 17—Robert Fagg, Allegan, Mich for K 
Fig. 18—W. H. Taylor, Flint, Mich 
separately trapped and vented Fig.19—"F. H. G..” Hastings, Mich 
instea wasting int the Fig. 20—I eies, Pontiac, Mich. , To TEA vn 
mess Of Waiting tato © Fig. 21—John C. Miller, South Haven, Mich VARIOUS VENTING 
floor drain; B and H should Fig, 22—Geo. W. Palmer, Dulyth, Minn SUGGESTIONS 
; . saath Fig. R. M. H.,.” Minneapolis, Minn . : ga 
have continuous vents rj W.W. Hughes, Minneapolis, Minn hg 10.—-E and F, N and O, 
a)? a . ’ eT Fi L.. W. Sanborn, So. Hibbing, Minn i « ( -— " —_ 
Fig. 2 No particular criti- e “EW canans City, Mo P and Q, S and T may 
cism, except that E and F, N 3 “I. and H.,” Monett, Mo readily be given a common 
* ae Fe Jack O’Brien, Roundup, Mont 
and O and possibly S and T Fr i. J. W..” Hastings, Nebr waste and vent connection, 
might better be connected to a A. ee ae thereby effecting a considerable 
common waste and vent, as in Fi “Pp. L. 1.” Jersey City, N. J saving. J might waste into the 
on Fr “A. B.."” Montclair, N. J . , . 
Fig. 1; P should be separately * —William Hermann, Newark, N. J circuit vent extension. V should 
trapped * = 5 , —is. de be vented. The circuit vent 
‘ _ > > aSSAIC, N. J. . 
Fig. 3 Venting is the chief F Lewis Liess, Union Hill, N. J extension for M should be run 
7 sob Paduls Albéz rN : 
! Bob Padula, Albany, N. ¥ the same as that for K. 





The three baths ap- 
The 
and F 


difficulty 


pear to be crown vented 
are so connected as to 
the other 
These above their also vent 
for U V for floor the 


basement are generally considered plumbing fixtures, and 


vents of C and D, also of E 


passage of waste from one through 


should 


allow 
rise fixtures, 


vented, 


vents 


should be drains above 


therefore vented. 


Fig. 4.—-It does not seem necessary to vent C; B and H 
are vented from the wrong side of the trap, no doubt an 
oversight. 

Fig. 5.—A well arranged system Vents for the toilets 


under the fixture in 
to drop out of the 
Q should 
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in groups K and M should connect 


such manner as to allow scale, etc 


vent and be washed away, as shown in Fig. 20. 


Fig. 11.—I is crown vented; 

O and P should be separately trapped; U should be vented. 

Fig. 12 H, !, J and V are not vented. It would seem 

better to connect N and O in the same manner as S and T. 

H should not be considered as vented by the line running 
past it and up through the roof. 


Fig. 13.—-I, L, V, N and O are not vented. Apparently 
N and O are protected by a loop vent, but actually, as the 
work is here constructed, the vent is ineffective. These 
traps should be P traps, and enter the horizontal line 
on the side. 

Fig. 14.—Nearly all of the vents are crown vents. 
The groups of toilets, K and M are not circuit vented as 
they now stand. Loop vents should be used, as shown 
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in Figs. 16 and 17. 
separate vent, as it is stack-vented. 
into the heel of the closet bend. 
cerning pairs of fixtures in Fig. 
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The suggestion con- 
10, applies here also. 


Fig. 15—-The general layout is good. D and H are un- 
vented. The suggestion for pairs of fixtures as in Fig. 10 
applies. 

Fig. 16.—-The use of crown vents is the chief criticism. 
Why not connect E and F, P and Q, S and T in the same 
manner as N and QO? 
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Fig. 17.—B, H and V are not properly vented,—other- 
wise the work is good. It may be thought that H has a 
wet vent, but it is not according to the best practice to 
wet vent a fixture when a water closet discharges above it. 
Fig. 18.—This is an excellent layout. The only criti- 
cism we have to make is that D is not vented and wastes 
into the lead bend of C. 

Fig. 19.—This is another good layout. 
eral wet vents on this job, and so far as we can see, 
they would all be allowable where this type of vent is 
accepted. 


There are sev- 
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In our opinion B does not need a 
D should not waste 
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Fig. 20 B and H are not 


not require a vent; D, I and L 
J connected as it is, the K group is loop vented, and does 


f 











correctly does 


are crown-vented; with 
not require separate vents. 

Fig. 21. 
vented; I and L are crown-vented; 
the drainage 
circuit vent extension of K 
H, P, Q and U are without vents; I, L, V, N, 


and H 
V should connect 


Not necessary to vent C; D are un 


with 


system directly; J might waste into the 


Fig. 22 

















O, S and T are probably supposed to be effectively wet 
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vented. In our judgment, all of these fixtures should be 
separately vented. 
Fig. 23 I and L are crown vented; J should waste 


vent extension of Kt: V should be vented 


and O be 


into the circuit 


© should have its own trap and N connected 
as E and F 
Fig. 24. 
out, although we would prefer to see D connected like H 
Fig. 25.—A, PB, BK, F 


if the waste fittings were 


There is practically no criticism of this lay 
and J connections would be O.K., 
T-Y’s rather than Y's. It should 


be remembered that on continuous vent work, Y’s are not 
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and K 
the 
connected, a 
flow 
wastes 
The 
vent N, as it is on 


The extensions for G 
above the 
Figs. 7 and 28 
horizontal 
stack D is 


N and O have 


circuit vent 


before entering vent 
As at 


would 


should fixture 


stack, as in 


rise 
present 
stoppage on the cause waste to 
back 
into the lead bend. I, L, 
vent for N and O 


wrong side of the 


into the vent not vented, and 


crown vents 
not 


P and Q should have 


common does 


the trap sepa 


rate traps, each being vented 


Fig. 26 There is practically no criticism of this draw 
ing, except that we would rather see V connected to the 
stack As at present connected, a stoppage on the branch, 
close to the stack, would allow the waste from the lava 
tory to back through the floor drain 

Fig. 27 A need not be vented; B, D and H have 
crown vents; R and S might be given combination con- 
nections, same as N and O We do not like the venting 
of K and M These vents should connect to the connec 
tions under the fixtures, or by making the lavatory con 


nection of proper size, same might be converted into a 


loop vent 


Fig. 28 This is well worked out, with practically 
nothing to criticize 

Fig. 29 There is little to criticize in this work The 
vent for H should rise above the fixture; U is not vented. 


Fig. 30 A needs no vent; P and Q should have separate 
traps. While E and F, N and O, S and T have connections 
that are entirely correct, they could be improved, with a 
making combination connections, as 


saving in expense, by 


in Fig. 28 This is a well-thought-out drawing 
THIRTY MORE CRITICISMS 
Beyond the fact that the work contains sev- 


NIG. 31 
eral crown vents and that the two laundry trays should 


have separate traps, the work is O.K. 

Fig. 32 Several crown vents seem to be the chief 
cause for criticism. 

Fig. 33 The three bathtub vents are poor practice 
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as in Fig. 41. It 


The water closet vents should connect 
is a waste of pipe to run the main vent stack so far down 
before returning it into the soil stack. 

Fig. 34 This work is good except for the water closet 
vents. which should connect into the closet connection 
on a slant 

Fig. 35.—-The bathtub vents are poor; the water closet 
vents should connect so as to drain into the closet con- 


nection 
Fig. 36 B 


stack-vented; N 


stack, would naturally be 
together, naturally 
More vertical vent stack 


the 
being 


being near 
and O 
have a common waste and vent. 
than 
Fig. 37.—Why not 


would 


s used seems necessary. 


connect E and F as N and QO, also 


S and T are connected? The water closet vents should 
connect as in Fig. 41. 

Fig. 38 The bathtubs, four lavatories and the laundry 
tubs have crown vents; the circuit vent for K should 
rise above the fixtures; V should be vented; Q should 
have a separate trap; if N and O are to be continuous 


vented, they must have P traps, and not % S traps. 
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‘| Selling Classics- © 
' will hoost your trade SS 


1 Renew l 
d or ; : ; ™ KY Un 
d Ihe best way for a neighborhood plumber to increase his _" 
8 profits is by selling the Classic Sink Fixture oon 
> The Sear 
i. i . . . . ° ; . . P \ — - 
The Classic is not just a faucet—it is really a wonderful little Ra “BOTH 
os aes MS REPLACEABLI 
work-saver that every housewife appreciates on sight QY 


aa | 
The hardest tasks she has to do center around the kitchen fe ,y" Washer 
sink and when you help her there, you make an enthusiastic Ne. 


customer for life. 
Classic Sink Fixture 










There is a good long profit for you on every Classic you sell a ee ee ee 
and one Classic sells another. A Classic in one home frequently Mixing Jywe Pgs sat 
4 OUT el Waining cnina Oat 
ae means a whole Classic neighborhood dish, hose and spray. Adjust 
XS ARE ADJy~ a able for any sink 
Qh Krom Slap. before you get through. 
/ pres aa , 
~ MAXIMUM Q%6 - \ ——— ~s ' 
aan ~, \ Write for Dealer Helps 
} } Place a sample order through your jobber. If ee ee ee, 
} To ye j Ode 
X (= i. ¥ j he [ : nd } , 1 dow display, illustrated folder 
{ ~ ) ve cannot supply you, send us Ats name anc 
\ ee 4 ) ; envelope stuffers, window tran 
| (RS a we will see that the matter is taken care of fers, etc ‘They will help you sell 
MINIMUM \ Chicago Faucets 


T 
20g gDTMER STYLES FROM, .9\3"° 
~ Sn 4- = a) 
7 FD 1244 mare” 


The Chicago Faucet Company 
2700 to 2722 N. Crawford Ave. Chicago 
OV ayo 
The Faucet with the Standardized Renewable Unit 
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Thousands In Service Tell The Story 
of High Quality 


The history of Honeywell Automatic Room 
Temperature Controls in thousands of American 
homes is a significant story of dependability. 


When the equipment is Honeywell, the records 
show service needs are few and far between. 


That is why Honeywell Controls are so strongly 
favored by the trade as well as by the owner, 
why they are standard equipment on products 
of the leaders of America’s heating industry. 


They are known to do the job they are made 
to do and do it with amazing regularity. 


The one word that explains these gratifying re- 
sults is quality —quality born of 15 years’ experi- 
ence and of a definite and undeviating policy— 


Quality in design with the emphasis on simplic- 
ity and quality in workmanship and materials. 


Select Controls that create faith in your own 
ood business judgment. Specify Honeywell. 


The Honeywell Heating Specialties Company 


Wabash, 


HONEYWELL 


Indiana 


Temperature Reguiators 


Honeywell Controls are 
simple in design, easy 
to install and consume 
only the minimum of cur- 
rent. Honeywell motors 





and switch motors are 
approved and listed as 
standard by the Under- 
writers’ Laboratories, 
Incorporated. 


April 4, 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 173 
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Every day is Saturday 


© you remember ‘way back when 
the Saturday bath was an institu- 

tion? 
Every day is Saturday now, because of 
the conveniences of the modern bathrooms. 
If you do not have the modern hot-water 





appliances which make the daily bath so con- 
Ask for a_ venient, let us explain. Just telephone. 
copy of “The 

Story of the 


Bath.” Fou'll (In this. space your Name, | 
| enjoy read- . 








ing it—so Telephone, and 
} will the chil- | 
| dren. Address ) | 
| 
| 











What’s In A Name? 


N the old days men were known as John of Essex, or William of 
I Middlesex—or Bartram the Strong. Each name called to mind an 
individual whose title indicated him as one who was to be distinguished 
from others of the same name. John of Essex might be noted for one 
thing, Bartram for his strength and so on. 

That is the task of advertising today. To tell the many people 
who do not know you what you are “noted” for. And there are so 
many of us nowadays that it’s absolutely necessary to get ourselves 
distinguished from the mass of men Advertising is the only solution, 
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Do your files, or your memory, show cer 


tain homes which are heating water by old 
Without a doubt. You 
can name half-a-dozen people without much 
trouble who ought to have better hot water 
equipment. Send them the following letter. 
It’s inexpensive advertising and it’s ltke 
good shooting—t's well directed. 


fashioned methods 


BROWN 
Heating 


JOHN 


Plumbing 


Two Rivers, N. Y. 
April 4, 1925 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 

Do you remember ‘way back when the Sat- 
urday bath was an institution—-when the 
water had to be heated on the stove and 
poured into the tub, maybe set on the kitchen 
floor? 

Every day is Saturday now. So many con 
veniences have been added to bathing equip- 
ment With modern hot-water appliances 
you open the valve and there’s your hot 
water! 

Won't you let us send someone to show 
you how one of our water heaters can be 
installed and how it will save you time and 
needless labor? 

An investment in convenience is a good 
investment——it saves energy. Just telephone. 
Very truly yours, 

JOHN BROWN 


Adlet 


ONE A WEEK-—No. 3 


T isn’t size, so much as it's consistent plug 
I ging that makes advertising pay. The Adlet 
isn’t large, but repeated every week it will 
prove effective—especially if it’s used in con- 
nection with its big brother, the Editorial. Copy 
out the Adlet below, sign it with your name 
telephone and address, and hand it to your 


te 


paper. 





Hot Water 


Instantly available! What a con- 
venience for daily bathing——for getting 
the evening dishes done—-for every 
household task. It’s not expensive. 
Phone and we'll explain. 




















John E. 


Green, 
Elect 


President- 


dealers of Michigan gathered 


LUMBING and heating 
p at Grand Rapids on March 25 and 


26 in their annual 


convention Officials announced that more discus 
ions and fewer addresses were desired and the pro 
gram was built on that basis As a result, informal dis 
cussions ranging over economic, educational and legisla 


tive problems made the sessions of unusual value 


A round table of 14 topics had been prepared as sug 
gestions for discussion but lack of time prevented many 
of them being considered. Two members only talked on 


the question of local associations guaranteeing the work of 


their members, and expressed opposite views as to the 
value of such guarantee Secretary William A. Decker 
discussed the time payment plan and urged members to 
write him for legal forms and information concerning the 
application of this plan. President-elect John E. Green 
spoke briefly about the shop on wheels and said that 
the Detroit association, after hearing a friendly debate 
on the question, had voted that the opponents of this 
type of shop won the debate. He also urged support of 
the “Ask ’em to Buy” campaign, outlining his own suc 


cessful use of the plan 

MUST RECOGNIZE RESPONSIBILITY 
OHN J. VOGELPOHL, president of the National Asso- 

J ciation of Master Plumbers, guest of 

He briefly acknowledged a welcome given at 

opening 


was a honor 
the 


That evening he spoke at the banquet 


cordial 
session 
on the need of the plumber recognizing his larger civic 
duties and 
so that the coming generation would 


and taking a greater part in organization 
municipal activities 
raise the industry to a higher position in the public mind 
Mr. Vogelpohl outlined at the concluding session the work 
of the National Association during the past nine months. 
Vogelpohl pointed out that 
in most cases, the more successful master plumber is the 
He feels that 


holds 


In his principal address, Mr 


one who is most active in association work 


the industry stands on a solid foundation since it 


The first 


Michigan Masters 
Study Business 
Problems 





Frank H. Dains, Vice-Presi- 
dent-Elect 


much of the safety and happiness of the nation in its 
hands This task brings the obligation of making sure 
that properly trained men are supplied in increasing 


numbers to insure the development of the industry. He 
opposed the apathy or opposition which retards the train- 
ing of apprentices since the business must build now for 
the future. Training apprentices is not only a means of 
improving the trade but of teaching better business 
methods and the plumbing and heating industry must find 
the means of improvement within itself. 

that the national conference committee 
is working toward a solution of the difficult problem of 
replacement of materials, consequential damage and the 
distribution of such cost. He promised a definite decision 
at the Portland convention as he felt that conditions must 
be equalized and a uniform practice followed. 


He reported 


The educational committee has completed the draft of 
a national code of ethics which is being sent to all states 
for suggested changes. The plumbing industry is one of 
the few now operating without the guidance of such a 
code 

Through the activity of the scholarship committee, 
examinations will be held throughout the country in June, 
open only to master plumbers’ sons, and the two leading 
students will be assisted through the Carnegie Institute 
of Technology, Pittsburgh. From this beginning, he hopes 
scholarships established which will bring 
men into the industry. The standardiza- 
tion committee is backing a uniform code as well as simpli- 
fication of materials. He feels that standardization is not 
a barrier to progress, as new devices can easily be adapted 
to standard fittings and sizes. He reported on the ex- 
panding the Trade Extension Bureau and 
stated that he personally has adopted many of its serv- 
ices and found them helpful. 


to see many 


better trained 


activities of 


John S. Irvine, Detroit, a past president of the National, 
Michigan and Detroit associations was unanimously made 





half of the official photograph of delegates and guests attending the annual convention of the Michigan State 


Association of Plumbing and Heating Dealers—Photo by Noble Studio, Grand Rapids, Mich. 
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‘Pretty late, Betty, to be 
washing dishes.’’ 





“TIT know, Dick, but it’s 
fun now, with EverHot 
Water. You ought to give 
our plumber a box of good 
cigars for suggesting the 
EverHot! 
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After the guests have gone 


+The EverHot Water Heater 
| Builds Good-Will 


' 





Before the advent of the EverHot Water 
Heater few plumbers would unqualifiedly 
recommend an automatic water heater. It 
is different now. Plumbers all over the 
country are enthusiastically selling EverHot 
Heaters. Why? Simply because they make 
a big hit wherever installed. They build 
good-will and that’s the kind of goods every 
plumber wants to sell. 


The evidence? Here’s some. Twenty 
plumbers scattered over the country sold 
758 EverHot Heaters in 1924. Has this record 
ever been equalled before? We doubt it. 
What does it mean? Just this. The Ever- 
Hot makes people feel grateful toward the 
plumber who suggests it. Plumbers like to 
sell the EverHot. They profit by that kind 
of good-will. 


Watch for the Baby Grand 


An EverHot Heater so low in price that 
no home need be without EverHot Water 


Send for Advance Literature 


FverHlot Heater Company 


5211 Wesson Avenue 


Detroit, Michigan 
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LEADERSHIP! 


UPERIORITY of metals, work- 

manship, design and perform- 
ance over a long period of years 
accounts for the fact that M-VB 
Closet Tank Fittings are now the 
recognized leaders in their field of 
operation. 


pm a 


Ahi 


iN 


It will pay you to insist that your 
Closet Tanks be equipped with 


GENUINE 
M-VB FITTINGS 


NUNN AVRO 


MORENCY-VAN BUREN MFG. COMPANY 
STURGIS, MICHIGAN 


" 


INE 
SUIT ATT 


A 
b—F] 


FOR YOUR PROTECTION (fe 
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, | —_ 


ON EVERY FITTING 
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Mention Domestic ENGINEERING when writing advertisers. 
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National President John J. Vogelpoh!l and delegates from 
Flint, Mich, 


an honorary member of the Michigan association. He 
telegraphed the convention his regret at being unable to 
attend. 


WANT STREAMS PURIFIED 

NANIMOUS approval was given to a resolution drawn 
U up by “Domestic Engineering’’ and submitted by 
Frank Dains, chairman of the resolutions committee. This 
resolution calls attention to the health giving properties 
of abundant sunlight, pure air and pure water; the 
diseases resulting from contamination of the soil and 
drinking water; the decrease or disappearance of fish, 
birds and game animals through pollution of soil and 
streams, and the availability of means for correcting this 
pollution. Master plumbers are urged to give this subject 
earnest study; to encourage the study by educational in- 
stitutions of means for correcting stream and soil pollu- 
tion; to enlist the aid of agencies working for the preserva 
tion of the country’s wild life; to secure publicity on the 
subject; and finally, thus properly equipped, to secure the 
necessary legislation to compel every community to use 
the most efficient means possible to prevent pollution of 
water supply and contaminatton of the soil; to work in- 
dividually for this purpose as a means of contributing to 
health and happiness; and to request the National Asso- 
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W. A. Johnson, J. C. Wall, Jr., and Leo Muryne, all of Kalin- 
mazoo, Mich. 


of examiners, to require a bond of $500 from any master 
plumber entering business in any city, and to permit 
cities to levy a charge for inspection of plumbing installa 
tions, for paying inspectors and similar services. This 
was opposed as introducing the fee system in place of 
defraying such expense by taxation. After being tabled 
the resolution was revived and referred to the directors 
with instructions to oppose the passage of the bill 

Approval was given the following resolution submitted 
by the board of directors: ‘‘Whereas, the publication Sani 
tation and Heating News, published in Detroit, carries no 
caption or statement of ownership, circulation or other 
wise and does carry an insignia or monogram (A. M. P.) 
which is very apt to be construed as meaning association 
of master plumbers, and 

“Whereas, the said Sanitation and Heating News does 
carry the caption “Published under the auspices of the 
Plumbing and Heating Industry of the State of Michigan’’ 
and 

“Whereas, said caption is ambiguous and apparently 
sometimes may be misinterpreted, and 

‘Whereas, said publication is in no manner connected 
with our association, therefore be it 

“Resolved that we, the Michigan State Association of 
Plumbing and Heating Dealers in convention assembled 





The last half of the official photograph of delegates and guexts attending the annual convention of the Michigan State 
Association of Plumbing and Heating Dealers.—Photo by Noble Studio, Grand Rapids, Mich. 


ciation of Master Plumbers to lend its aid and to work for 
necessary national and local legislation. 

Another resolution submitted by the Jackson local as- 
sociation asked support and approval of efforts to secure 
better lien laws as a means of promoting collection of 
accounts. This was referred to the board of directors. 

The Detroit association asked approval of a bill pre- 
pared by the Detroit board of health to give increased 
pay to master plumbers and journeymen serving on boards 


at Grand Rapids, March 25-26, 1925, do hereby go on 
record and give public notice to all whom it may concern 
that said Sanitation and Heating News is to the best of our 
knowledge and belief a private enterprise and that we 
have absolutely no connection with or any interest in, 
financially or otherwise, the said Sanitation and Heating 
News.” 

Committees selected properly to represent the different 
locals throughout the state, aided the officers in carrying 
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“Why Not Try The Bellevue— 
They Have Showers” 


HR Behind this illustration which appears in the April issue of 
a Hotel Management, part of the SPEAKMAN national shower 
wenpes campaign, there is a thought for plumbers. 
Because of a demand for showers ‘ 
by patrons, more and more are 
being installed in hotels every year. 


There are hotels all over the country where right now you will 
find the owners and managers ready to talk showers if you will 
bring up the subject. Try it once or twice and see if this isn’t 
true. We'll be glad to work with you. 


H-2370. One of the most 
popular installations for 
hotels. It is made up of 


the H-9524g Mixometer SPEAKMAN COMPANY i 
Shower and H-2460 Desh- : 
ler Bath Fixture WILMINGTON - DELAWARE i 


SPEAKMAN SHOWER 


AND FIXTURES 





een eR RETESET NNER 
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through the convention activities. The credentials and 
registration committee included Stanley Merdzinski, Frank 
Posner, Peter Van Rossum, Peter Somerdyke and Judd 
Heth, all of Grand Rapids. At the conclusion of its work, 
the committee reported a total attendance of 367, in- 
cluding 214 members, 71 salesmen and 82 guests. Regis- 
trations from Detroit were 74. 





W. &B. Chatterson, of Pontiac, Mich.; Bay Jones, of A. 
Harvey's Sons Mfg. Co., Detroit; W. Fleming, E. J. Duffy, 
Glenn P. Seeley and J. 8. Glennie, all of Pontiac, Mich, 


The auditing committee included Joseph Miller, Flint; 
J. D. Claypool, Battle Creek; Bert Lindebaum, Bay City, 
and F. B. Lent, Saginaw. It reported approval of the 
secretary-treasurer’s report and highly commended the 
thoroughness of Secretary Decker’s records. 

Frank Dains, Lansing; William Hughes, Detroit, Fred 
Rettman, Saginaw; Howard Reed, Jackson, and John 
Miller, Flint, formed the resolutions committee. Arthur 
Mesnard, Detroit; Ben De Kam, Kalamazoo; and W. R. 
Cuthbertson, Royal Oak, were sergeants-at-arms. 

The report of Secretary Decker showed the present 
membership is 398, a gain of 29 over last year, 91 new 
members being secured and 62 ‘having given up their 
membership. He strongly urged local associations to 
recognize the importance of the annual conventions of 
secretaries by sending local officers to these meetings. 

The North Carolina state association, through its presi- 
dent FE. B. Grady, telegraphed asking support for Henry 
E. Longley, now vice-president of the National Association, 
as a candidate for president at the Portland, Oreg., na- 
tional convention. The convention voted that the Michigan 
delegates would support Mr. Longley. 

George F. Uber, a director of the National Association, 
telegraphed his regrets at not being able to attend and 
extended best wishes for a successful convention. 

William J. Woolley, head of the National Trade Exten- 
sion Bureau, wrote urging each master plumber to enlist 
in the ‘Ask ’em to Buy” campaign as a means of building 
sales and profits. He also asked for assistance in putting 
an end to the activities of certain companies and sales 





8. C. Andres, Ann Arbor, Mich.; Howard Reed, E. C. Gould, 
James J. Keeley, M. L. Wright and F. C. Sturmer, all of 
Jackson, Mich. 
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agents who have lately been operating among plumbers 
He asked for letters and similar evidence which could be 
used in checking these activities 

The Wolverine Brass Works, Grand Rapids, was host 
to the delegates on Wednesday afternoon On the invita 
tion of L. A. Cornelius, president, and under the guidance 
of Laurence Cornelius, general manager, the delegates 





Members of the Master Plumbers’ Association of Royal Oak, 
Mich. 


went through all departments of the large Wolverine 
plant. At the banquet, a group of girls from this company 
entertained the guests with a witty song parody built 
around prominent delegates to the convention 

The local Grand Rapids committee which had charge 
of arranging for the convention included Peter Pipe, Peter 
Smith, John Petersen, Peter DeWitt, Joseph Van Rossum 
and R. B. Powers. 

A communication from J. A. Quinn, Philadelphia, chair 
man of the national apprenticeship committee, was read. 
He pointed out the necessity for master plumbers support 
ing the work of training apprentices. 

The delegates sent a message to Col. William G. Archer, 
of the National Trade Extension Bureau, who is now re 
covering from a breakdown which took place while he 
was on a speaking tour for the bureau. 

The newly elected officers of the Michigan State Asso 
ciation of Plumbing and Heating Dealers are John E 
Green, Royal Oak, president and Frank Dains, Lansing, 
William A, Decker, Grand Rapids, is sec 
starting now the third year of a 


vice president 
retary and treasurer, 
three-year term. E. V. Merrill, Saginaw, the retiring presi 
dent, Mr. Green, Mr. Dains and Mr. Decker are ex 
officio members of the new board of directors. The new 
directors elected are W. A. Johnson, Kalamazoo; William 
Ames, Flint; William Hughes, Bay City, and William G 
Miller, Detroit. Secretary Decker was eleéted delegate to 
Portland, Oreg., President 
James C. Wall, Kala 


the national convention at 
Green, being an ex-officio delegate 
mazoo, is alternate. 

Kalamazoo easily won the choice as the 1926 con 





Group of salesmen attending the Michigan Master Plumbers’ 
convention 
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| Wa 2d — Every Home Owner Wants: 
| aaa ‘Constant Hot Water at a Price 
| a n aie ~ that Fits His Pocket Book.’’ 








If You Are Not Filling This Want, 
You Are Not Installing 


Merion 


AUTOMATIC STORAGE 
GAS WATER HEATERS 


Thousands of Plumbers are Selling 


Merion Heaters to ‘‘Mister Average 
Man’’— It Pays Them Well. 


ee al 








Family Size — 20 Galion 
Like a Giant Thermos Bottle 


_ s DOLLARS 
the Merion keeps a supply of 


And a Low Gas Bill 
(Plus Installation Charges) 
Steaming Hot Water always Merion Heaters are made in three 
on tap. 


popular sizes. They are carried in 
stock by leading jobbers and a 





Duco Finish liberal discount is granted to the 
All Merion Heaters are finished in d 
a Beautiful Blue, Duco Enamel. trade. 


This should not be confused with 
ordinary enamel as it is practically 


indestructible and is equal to the JOHN WOOD MFG. CoO. 


finish on a high grade automobile. 
CONSHOHOCKEN, PA. LOS ANGELES, CAL. 
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vention city, coming to Grand Rapids with a plentiful 
upply of banners as well as enthusiasm. Mr. Wall ex- 
tended the invitation which was unanimously accepted. 
Short talks were given by E. V. Merrill, the retiring 
president; by Peter J. DeWitt, president of the Grand 
Rapids Plumbing & Heating Contractors’ Association; by 
john Marquardt, president of the Detroit Association of 
Sanitary and Heating Contractors and by Grand Rapids 
fficials. Andrew Muir was toastmaster at the annual 


banquet. Victor L, Peavy of the Trade Extension Bureau 
gave a valuable talk on correct accounting methods 


Thomas J. Shields, Lansing, delegate to the 1924 national 
convention, was honored by a rising vote approving his 
thorough report of that meeting 


SUPPLY MEN IN ATTENDANCE 
EPRESENTATIVES of manufacturers and jobbers 
R Edward W. Lyon, Kohler Co.; 
Leon S. Damon and Edmund E. Appelhof, EverHot Heater 
Co.; R. P. Vance, V. L. Duffy, J. A. 


present included: 


Armstrong, James A 








Members of the North End Educational Club of Detroit, Mich, 


Middleton, Edward DeYoung and George S. Middleton, 
Crane Co.; J. R. Wade, James B. Clow & Sons; Thomas 
C. Hunter, Ferguson Supply Co.; W. F. Vaile 
Kimes Co.; R. A. Baskerville, Pierce, Butler & Pierce 
Mfg. Corp.; Warren F. Mueller Co.; Laurence 
Cornelius, Frank W. Steketee, George A. cdwin M. 
Sterner and P. G. Lambourne, Wolverine Brass Works; 
Charles H. Alexander, Grand Rapids Water Heater Co. and 
Hart & Crouse Co.; C. Ray Barnum, Ruud Manufacturing 
Co.; A. Warner, Best Mfg. Co.; A. S. Davison, American 
Plumbing Mfg. Co.; C. E. McCormick and 
Shaffer, Duro Pump & Mfg. Co.; William G. Boales, Hoff- 
man Specialty Co.; G. Bay Jones and Howard Leach, A 
Harvey’s Sons Mfg. Co.; D. W. Berry, Anchor Pipe & 
Supply Co.; Ernest Snell, Hart & Crouse Co.; Charles 
Cooke and Mark L. Sampliner, Eclipse Manufacturing Co.; 
Arthur Daniel, Murray W. Sales & Co.; W. J. Carroll, 
Kewanee Boiler Co.; L. A. Burch; and J. L. Ehretsman, 
Illinois Engineering Co.; Harry G. Wallis, American Brass 
Co.; Howard A. Piatt, Merritt A. Reeves and H. D. Allen, 
Piatt Water Heater Co.; R. L. Falge, Pittsburg Water 
Heater Co.; R. M. Halvorson, United States Radiator 
Corp.; Martin Halfpenny, Caton Pipe & Fittings Co. and 
A. Galloup, W. B. Woodin and Elmer A. Whitelaw, Galloup 
Pipe & Supply Co.; J. H. Kessler, Walworth Mfg. Co.; B. 
C. Hecox, J. A. Sexauer Mfg. Co.; G. H. Waid, Scott Valve 
Mfg. Co.; G. V. Ellis, Detroit Plumbing School. 


Shaw, 


Aaron, 


Ross, 


George V. 


An up-to-date swimming pool is to be constructed in 
Cameron, Tex. 

A swimming pool will be constructed in Finch Park, 
Indianapolis, Ind. The Southeastern Civic Club is be- 
hind the movement. 
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MANUFACTURERS’ EXHIBIT AT DETROIT 
BUILDERS’ SHOW 
The seventh annual Detroit Builders’ and Realtors’ 
Exposition, February 28 to March 11, in the Convention 
Hall, General Motors building, Detroit, Mich., 
enced a success unparalleled by its previous shows. In 


experi- 












—— ——- | 





Exhibit of the Christian Electrical Corporation, Detroit, Mich. 


fact, the exposition had to be prolonged a week in order 
It was estimated that nearly 
A $15,000 Ideal 
llome was given away the last night, a number of manu 
Among 


to accommodate the crowds. 
a half million people visited the show. 


facturers having contributed to its construction 
the manufacturers who exhibited at the exposition were 
Parrott Heater Co., Floral City Heater Co., Christian 


Electrical Corpecration, EverHot Heater Co., Ideal Fur 
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Exhibit of the Ever Rendy Gas Heater Valve Co., Detroit, 
Mich. 


nace Co., Hess Warming & Ventilating Co., Humphrey 
Co., Johnson-Murphy Co., Crane Co., Wayne Tank & 
Pump Co., Ever Ready Gas Heater Valve Co., and Hart 
& Crouse Co. 

The new municipal pool at Stockton, Calif., will be 
dedicated May 1. 

A swimming pool to cost $5,000 is to be built for the 
Boy Scouts of San Diego, Calif. 

The Lions Club, El Dorado, Kan., is behind a move- 
ment for a municipal swimming pool. 

Aaron Schwartz will soon begin the construction of 
a hotel in Los Angeles, Calif., the basement to contain 
a main swimming pool with auxiliary pools, equipped 
with chlorinater and filter pump. 








anner Meeting for HK mpire State 


Review of year’s work at New York State 
Convention shows six new local associa- 
tions formed. Fine co-operation reported 
between journeymen and masters 


N THE years tc come master plumbers of the Em 9 Endorsed Thos. J. Nolan of Albany for National 
| pire State are likely to speak of the thirty-seventh Vice-President, and decided to present his cause with 
convention of their association as one of the banner vigor at the next national convention. 
ones in the history of the organization For in size, 
accomplishment and management this convention set a BANKER GIVES GOOD ADVICE 
mark for future gatherings to shoot at. A brief sum- XS OLLOWING a talk on the National Trade Extension 
mary of what the 350 master plumbers, who were rein | jureau, by B. Jos. O'Donnell, Walter H. Johnson, Jr., 
forced by about an equal number of visitors, guests and vice-president of the Buffalo Trust Company, faced the 
salesmen, accomplished shows this to be true Here delegates. ‘‘Put your profits back into your business in- 
are a few of the things that happened in Buffalo on stead of using them for other enterprises,’’ Mr. Johnson 
March 23, 24 and 25 advised the masters. He showed by charts why a banker 
1 The delegates learned from a leading banker the was more willing to loan money to a plumber who had 
best way in which to manage the financial affairs of their his money in the business, than he was to make loans 
busine to one who, while just as honest and solvent, was unable 
Z Passed a resolution which calls upon everyone iden to realize quickly on his investments. ‘‘Too many of the 
tified with the plumbing trade to see that plumbing mate master plumbers depend on their wholesalers to finance 
rials are sold only to such people as are qualified to them instead of their banks,’’ the banker stated. ‘This 
install them is a very poor business plan, as it means money in a 
Recommended a change in the State Workmen's’ merchant’s pocket to discount his bills with the jobber. 
Compensation Act which will put teeth in it. Get better acquainted with your banker. Let him know 
H Announced the consummation of a plan whereby your business and financial problems. As he learns more 


masters and journeymen will work together on questions of your business, you can depend upon him more, and 
of legislation affecting both branches of the plumbing he will not fail you when you need him the worst.” 


trade The big feature of the Tuesday afternoon session was 
5 Passed the pollution of streams resolution, spon the visit of John J. Vogelpohl, president of the National 
sored by “Domestic Engineering.”’ Association, and his very able address. Stating that 
6 Presented a record of organization work which re he was before them to give an account of his steward- 
sulted in the formation of six new local associations dur- ship, he outlined the work being done by the national 
ing the past year officers and committees for the benefit of the association 
7 Endorsed the record of the National Standardiza members at large, and gave a comprehensive statement of 
tion Committee all the work that is being carried steadily forward. 


8 Appropriated enough money for the compilation of ' 
all pertinent happenings of the convention in bound vol APPRENTICESHIP AND SALESMANSHIP 
umes, so that all members of the association as well as NE OF THE ablest reports that it has ever been the 
non-members, whom officers felt needed education, could () pleasure of a master plumbers’ association to hear 
be given a copy was offered by Frederick E. Fladd of Rochester, chairman 





First half of the official photograph of delegates and guests attending the thirty-seventh annual convention of the New York 
State Association of Master Plumbers, held in Buffalo, N. Y. 
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Features of Princess Pop-Up Drain 92 


1 


2 
3 
4 
5 
6 
7 
8 


( Paps china lavatories 
' ort epout) (Long spout): 
be e Looking into Outlet from below: 
RE-NU Disc marked “A” is underside of N. P, Stopper at top 
of plunger marked: “C.” “B” indicates operating finger. 
YORK FITTING This finger has beveled edge where it comes in contact 























== YORK LAVATORY FITTING 


Gives Universal Satisfaction 


Being of the highest type of sanitary 
construction with exclusive patented 
features,accurately madeand beautiful 
in appearance, the York Fitting sat- 
isfies Plumber, Architect and Owner. 


Single Spout supplying tempered 
water, sanitary Metal Stopper 
operated with convenient push 
or pull knob, Outlet with unob- 
structed waterway, RENU” Valves 
assuring long service, are additional 
reasons for permanent satisfaction. 


Suggest the York Fitting to your 
customers in place of single faucets 
and stock a few to insure prompt 
service to your customers. 








Safeguard your reputation by 
using “Standard” Brass Goods. 


Lock washer prevents lift rod from working loose and becoming Your Jobber can supply you. 

Turnbuckle allows 1% inch adjustment. 

Bent lift rod offers least resistance in operating. 

By reversing fulcrum, operation is changed from push to pull. 

Hex rod allows fulcrum to be adjusted. 

Long plug permits its use for either enameled or vitreous 
china lavatories. 


Long extension to cover threads when extreme adjustment 
is made. 


Interlocking feature of stopper prevents removal by children. 





|. Princess 
3 | Pop-Up 








K701 
For vitreous 


with plunger. When it turns past center it holds plunger 
up and cannot be forced down unless knob is moved. 


“Standard” FIT “Ctandard’ 


BRASS GOODS ING FIXTURES 
Standard Sanitary Mfg. Co. 


. Pittsburgh — 
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ORIGINAL C [ Ke) TANK 


ROM a standpoint of appearance, the Chino Tank is entitled 
to first consideration. The finish is a white that is really 
| white, buffed to a high gloss and free from imperfections of any 
kind—-yet its finish, which is permanent, is but one of its many 
points of superiority. 





Compared with vitreous tanks, it is lighter—-therefore easier to 
| install, and being less brittle the chance of breakage in shipping 
| or setting up is much less. It is unaffected by temperature or 
climatic conditions—proven by years of service in all parts of 
the country. 


If you've never used Chino Tanks on your jobs, order a sample 
and try one. You'll be surprised, and pleased. 


The Registered trade 
mark “CHINO” is 
embossed on the inside 
of every tank cover. 


We sell only through 
the jobber. If yours 
cannot supply you, 


write us. 





BENEKE MANUFACTURING CO. 


Successors to 


BENEKE & KROPF MANUFACTURING CO. 
21st and Rockwell Streets CHICAGO, ILLINOIS 
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of the Apprenticeship Committee. Mr. Fladd told of a 
conference in Utica with the state vocational director, dif- 
ferent city vocational directors, and the heads of state labor 
organizations. Here the provisions of the Smith-Hughes 
Act in its relation to educational extension were discussed, 
and all present agreed to co-operate in a plan to train 
the apprentices better. Mr. Fladd then got in touch with 
plumbers in each of the cities, asking them to take up 
the matter of forming apprenticeship classes under the 
Smith-Hughes Act, reported that had been 
established in nine other classes in New 
York City handled under a slightly different plan. 

The necessity for more salesmanship was emphasized 
Murphy of New York City, illus- 
telling how he got a sprinkler con- 


classes 


and 


cities besides 


by Jeremiah L. who 
trated his point by 
tract on a building because he had 
ship when trying to secure the plumbing contract. He 
was followed to the Commissioner Wm. J. 
Flynn of New York City, who, after discussing the changes 
forma 


used good salesman- 


rostrum by 
suggested the 


in the trade in the past 30 years, 
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successful bidders for plumbing contracts. This would 
tend to help all members and raise the quality of their 
estimating 


A 


reporting for the Legislative Committee. 


GOOD LEGISLATIVE WORK 
RECORD of a year filled with work 
in the report of Chairman Thos. J. Nolan of Albany, 
No bills whose 


was shown 


passage would be injurious to master plumbers of New 
York had been allowed to pass the legislature, although 
several were now in committee 

In addition to this, the 
of several bills 
had persuaded 
commission with 


had secured the 
backed by the journeymen’s 
the chairman to form 
from both the 


upon all bills 


committee 
withdrawal 
association, and 
a joint representatives 
employers and employes, which 
before they were submitted by the union to the legisla- 
This one of the important 
been secured from the 


io bills will be submitted to the 


would act 


ture. was most concessions 


that 
they agreed that 


has unions in history, as 


legis- 


‘la Peer 


m 


wa aoe 





Second half of the oficial photograph cf delegates and guests attending the thirty-seventh annual convention of the New 
York State Association of Master Plumbers, held in Buffalo, N. Y. 


tion of a committee on sewage disposal to work out a 


plan to prevent pollution of soil and streams. He told 
the audience that New York City was now expending 
from $500,000,000 to $600,000,000 a year to attempt 


to correct the evil. 


POLLUTION OF STREAMS 


R. FLYNN’S talk lead to the introduction of the 
resolution sponsored by ‘‘Domestic Engineering”’ 


and already adopted by many state associations which 
pledges the members to fight against the pollution of 
streams and soil. This resolution, referred to the Reso- 


lution Committee, was unanimously and enthusiastically 
adopted by the convention. 

Frank B. Lasette of New York City, past national pres- 
ident, called to the stand by President Ebke, spoke briefly 
on conditions in the trade, and the assembly also heard 
a few words from Frank Beyer of Buffalo, state 
president. Jeremiah L. Murphy of New York told 
of a plan of an electrical contractors’ association in New 
York City, turn over all data on jobs 
after they have secured the contract to their association. 
This enables other members of the association to profit 
by the experiences of their successful fellows. Mr. Mur- 
phy suggested that a similar plan be tried by local plumb- 
ers’ organizations, and suggested that local secretaries 
use the blackboard in the board rooms and go through 
the estimates and figures that had thus been sent in by 


past 
then 


whose members 


lature that have not at least a majority of favorable 
votes of the joint committee. The chairman also an- 
nounced that a booklet containing all New York state 


laws relating to plumbing was being compiled and would 
soon be in bound form ready for distribution to members 
of the association. 

The able reports of the president, vice-president and 
then the auditor’s report 
correctness treasurer’s ac- 
enthusi- 


delivered with 
of the retiring 
of Albany, with an 


secretary were 


showing the 
Upon the 


counts. motion 


astic second from the New York City delegation, the 
representatives of the 1,647 paid-up members of the 
New York State Association voted to carry the banner 


of Thos. J. Nolan of Albany into the Portland convention 
as a candidate for national vice-president. Mr. Nolan 
was a candidate a year ago and withdrew in the interest 
of harmony, and the convention was 
that he was entitled to consideration at this year’s meet- 


sentiment of the 


ing. 
THE NEW OFFICERS 
HEN it was time for the delegates to honor the 
g pow who, in their opinion, deserved to lead their 
during 1925. By unanimous consent the 
were elected: President, Alex Auchi- 
nachie of Binghamton; vice-president, Stephen H. Welch 


of Bronx Borough; Thos. J. Cronin of Bing- 
hamton; treasurer, John J. Dixon of Brooklyn Borough. 


association 
following officers 
secretary, 


(Continued on Page 49) 
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Progressive «+ - 
ROBERTS Products 
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ROBERTS quick opening 
compression combination Sink 
Bibb Swing Spout. Square soap 
dish with drain, holds full bar 
of soap. 


Furnished with eccentric connections for 
heavy installing. China handles, anti-drip 
and splash feature in spout. Plain design, 
easy to clean and has ample water-way. 


The ROBERTS line is progressive. 


Design of each product is constantly checked and 
rechecked. 


Chemical analysis, homogeneity and texture of 
metals must meet increasingly higher standards. 


ROBERTS engineers’ research work is constantly 
directed toward bettering their product. 


Standardize on ROBERTS goods. They will well 
repay you. 


Sold Thru Your Jobber 


THE ROBERTS BRASS MEG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use. 


DETROIT -i- MICHIGAN 


Oo} =) 4545 
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Missouri “Shows ’Km” 


Kansas City Convention adopts constructive 
program and donates $1,000 to 
Scholarship Fund 


ITH an enviable record of achievement, the Forty- 
W first Annual Convention of the Missouri State 

Association of Master Plumbers adjourned on 
March 25th, after three days of intense activity in Kansas 
City. Nothing will better show the scope of the conven- 
tion than the resolutions approved by the Resolutions 
Committee, headed by E. D. Hornbrook, of Kansas City, 
and concurred in by the convention. 


THE PLATFORM ADOPTED 
ERE is the program to which the Missouri masters 
H have enthusiastically committed themselves: 
along 


stations to be installed 


under 


Proper public comfort 
all public highways of the 
the state health department. 

Approval of the resolution submitted by ‘Domestic En- 
gineering’’ aimed at the elimination pollution 
by co-operation with other bodies interested. 

Indorsement of proper advertising by members of the 
master plumbers’ association. 

Favoring the most rigid plumbing inspection. 


state, supervision of 


of stream 


Acceptance of the Twenty Basic Principles as included 
in the proposéd code, and directing that it be brought 





The banquet at 
Hotel 


to the attention of the state board of health and the 
local boards of health throughout the state. 
Indorsement. of a workmen's compensation law that is 
fair to employer and employe. 
Under the able guidance of Harry Schuerer, of 


fleld, the convention moved smoothly along the path of 


Spring- 


achievement. 

After the opening preliminaries Don Holt, president of 
the Iowa State Association and a national director, gave 
aun interesting, whole-souled talk on the value of organi- 
zation and co-operation. 

He first pictured the unfortunate master plumber who 


the forty-first annual convention of the Missouri 


43 


told of the 
state and national 


is trying to get by alone, and then many 
advantages to be derived from the local 
He called the National Association an edu- 
He praised the the 


the source of 


associations. 


cational institution work of Trade 


Extension Bureau, and said it is greatest 
information to be had by the master plumber 
In closing Mr. Holt told of the “Ask ’Em to 
paign now being pushed by the Bureau The remainder 


general dis 


at any price. 


Buy” cam- 


of the afternoon session was given over to a 


cussion on that subject 


On Tuesday morning the session was given over to the 


reports of state officers and standing committees Geo 
M. Putnam, a state sanitary engineer, read a very inter 
esting paper on ‘‘Town Sanitation” in which he told of 
the efforts of the state to bring about better sanitary 
conditions in the towns and villages 

$1,000 FOR SCHOLARSHIP FUND 


ROBABLY the most interesting event of this session 
Pcs the raising of one thousand dollars to be donated 
National Association. 
Hornbrook, National Presi- 


to the scholarship fund of the 


In this connection Mrs. EF. D 


dent of the Women’s Auxiliary, made a very earnest ap- 





State Associntion of Master Plumbers, held at the 
Muehlebach, Kansas City, Mo. 
peal to the members for their support At the close of 


her talk it was decided that the convention would transact 
no further business until the thousand dollars was raised 


Led by the St. Louis local association, which gave $500.00, 


it took but very few minutes for the other local associa 
tions to fall in line and donate enough to make up the 
amount 

In the afternoon Walter C. DeBold, auditor and assist 


City Association, gave a talk 
He cautioned the 


ant secretary of the Kansas 
on “The Office of a Master 
delegates to keep their books in a business-like manner, 


Plumber.” 


to be prompt in sending out their bills and to be careful 
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Page 
Monarch 
Smokeless 
Boilers 


at the business end of your heat- 
ing installations will assure your 
customers of dependable heating 
service—the desired temperature 
easily and quickly raised and 
consistently maintained with a 
moderate fire. 


And there isa Page Boiler—round 
or square—push nipple or header 
type—for every heating need. 








No. S-40-12 
Monarch 


For more than half a century Page 
Boilers have been building a world- 
wide reputation for honest-to- 
goodness heating service, fuel 
economy and long life. 

The proof of the Boiler is in the 
Heating! 

Write for catalog and price list, 
effective February Ist. This is the 


period of low boiler prices. 


THE WM. H. 
PAGE BOILER CO. 
58 West goth Street 
New York 
CLEVELAND 
MEADVILLE 


BOSTON 
PHILADELPHIA 


Established 1856 Incorporated 1877 


For All Fuels — Hard or Soft Coal, Gas or Oil 
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DeBold emphasized 
“Do 


in extending credit. In closing Mr 
the importance of prompt 
let the account get stale 
it for you can only count 
is paid in full.” 


not 
collect 


and said, 
Keep after it 


your profits after the account 


collections 


until you 


NATIONAL ACTIVITIES 
HE other speaker on the afternoon program was E 
J. Ryan, of Danville, Ill, a national director. After 


the the greetings of National 


delegates 


extending to 





Seb. A. Kiernan and L. MeNamara, both of St. Louis, Mo. 


read a 
the 


Vogelpohl, Mr paper re 
the National 
Association and telling of the many constructive projects 
the several special committees have under way. In clos- 
ing Mr. Ryan gave each member an urgent invitation to 
the National Portland. An open 
conducted by Wednesday 
good 


Ryan 
officers of 


John J. 
viewing the work of 


President 
various 


Convention at 
Don Holt 
Among the subjects discussed were: Is it 


attend 
forum 
morning. 
or bad business to sell plumbing on the installment plan? 


was held on 


Is the oil burner business part of our industry 
EK. D. HORNBROOK SPEAKS 
OLLOWING the report of the Resolution Committee, 
FF. D. Hornbrook made a very forceful talk on the 
duty of the master plumber to his business. 
He said that the plumbing and heating contractors are 





G. H. Gorton, manager, W. B. Young Supply Co., Kansas City, 
Mo.; E. J. Ryan, Danville, UL, National director, and FE. J. 
Hanley, of St. Louis, Mo. 


blessed with having the best business magazines, the best 
National Association, and the best Trade Extension Bureau 
of any fleld, and therefore more helpful co-operation than 
contractors in other fields. 

He called attention to the fact that the master plumber 
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is a retailer and as such should buy of the wholesale 
house but keep the wholesaler from doing a retail busi 
ness 

He told of conditions of the master plumber forty-five 
vears ago, or before the forming of the National Associa 
tion of Master Plumbers and said that in those days most 
material was sold direct to the consumer by the whole 
sale house and the plumber was called in to install it. 
and said that it was only through the organized efforts 
of the inaster plumbers that they were recognized as the 





Kansas City, Mo., president-elect, and Wm. 
Mo., first 


Geo, Satterlee, of 


Daly, of Kirkwood, vice-president-eclect 


retailers and the only source from which the consumer 
should buy. 
After calling attention to the fact that quite a few 


jobbers are doing a wholesale business in one locality 


and selling to the consumer in another, Mr. Hornbrook 
closed by saying that only the loyalty and co-operation of 
each member of the organization will keep the retail 
plumbing business in the hands of the master plumber 
THE NEW OFFICERS 

PYSAHE last order of business was the election of the 

following officers President, Geo. L. Satterlee, of 
Kansas City; first vice-president, Wm. Daly, of Kirkwood 


second vice-president, T. A. Donegan, of St. Joseph; 








A. A. Zertanna, Jos. Knoll, Henry Ryffel, all of St. Louis, Mo. 


treasurer, J. F. Corrigan, of St. Louis. The new president 
then appointed as 
City 

The new president was selected as delegate to the Na- 
Convention, after which St decided 


next convention 


secretary, J. Cunningham, of Kansas 


tional Louis was 


upon as the city. 
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SIMPLEX Flush Valves 
can be installed with any 
style bowl of any man- 
ufacture. 




























Their simplicity means long 
service, and they are especially 
adaptable for schools, apart- 
ments, office buildings, public 
places and factories. Actual 
working water pressure should 
be stated when ordering valves. 


The SIMPLEX is all that 
its name implies in construc- 
tion, in operation and in 
appearance. 












































A recent improvement pro- 
vides for adjustment of length 
of flush from the exterior and 
the cleaning of by-pass with- 
out taking valve apart. 


PATENTS PINDING 


THE BEATON & CADWELL MFG. CO., 
New Britain, Conn. 


Please send at once Catalogue and other information on the 
Simplex Flush Valve, together with price list. 
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SPLENDID HOSPITALITY 

AHF whole-hearted hospitality displayed by the Kansas 

| City Association will long live in the memory of the 
visiting delegates 

welcoming dinner at the Baltimore 

the entertainment committee was on 


feginning with a 
Hotel, Sunday night 


the job every hour of time as long as an out-of-towner 





Geo. W. Sutherin, president of Kansas State Association; 
H. J. Schuerer, retiring president of Missouri State Association 


Among the treats on the entertain- 
was a theatre party Monday 
sight-seeing trip Tuesday afternoon, 
banquet and dance Tuesday night. 

Banquets, luncheons and auto trips were on the pro- 
gram of the Women’s Auxiliary. 

Wednesday morning Mr. and 
number of guests at 
The following were present: H. Schuerer, presi- 
dent; J. F. Corrigan, treasurer; H. J. Enright, secretary; 
Don Holt, president of Iowa State Association; Geo. Sat- 
vice-president of state association; C. J. 
Brown, ot Kansas City Association; W. C. 
Green, secretary of Kansas City Association; E. J. Blake, 


remained in the city. 


ment committee program 


night, automobile 


Mrs. E. D. Hornbrook 


entertained a a breakfast in their 


home. 


terlee, first 


president 





Mrs. W. C. Knox, Mrs. I, E, Henderson, Mrs. W. S. Howell, 
president, Mra. C. R. Dickey, Mra. 5, Cunningham, Mrs. H. G. 
Hayes, officers of the Kansas City, Mo., auxiliary 


secretary of St. Louis Association; J. R. Lewis, repre- 
sentative of ‘“‘Plumbers’ Trade Journal’; E. G. Hutchi- 
son, representative of ‘‘Domestic Engineering.”’ 

Mr. Hornbrook, in entertaining his guests, proudly 


told them that they were using the silver set presented 
to him by the National Association, upon his retiring 
from office after as president for three years. 
Mrs. Hornbrook presented Mr. Holt with a bronze medal- 
lion of the Kansas City Liberty Memorial. 


serving 
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Two ways of landing a 
plumbing contract 


Lo Fo) 


PLUMBING contractor has his 
choice between bidding for the 
lowest price and selling the work- 
manship and service of his firm. 
Low price means sacrifice by some- 
body. Either the contractor loses 
money, or the owner gets poor ma- 
terials or poor workmanship — or 
both. 
The contractor who uses trade- 
marked materials known to the public 


by advertising and who can refer to 
past customers for recommendations 
as to workmanship and service, can 
bid a right price and sell his bid to 
the man who pays the bills or his 
representatives. 

Plumbing contracting like any 
other business is founded on reputa- 
tion. Reputation gives the business 
momentum—keeps it going and 
attracts the best class of trade. 











right prices. 





Alpha Brass Pipe is a trademarked product that 
helps contractors in three ways: 


1. Its advertising helps to sell good work at : 


2. Its easy cutting, bending and threading, (due 
to its extra high copper and lead content) 
help to get good work done quickly. 

3. Its extra fine surface, its extra resistance to cor- 
rosion, help to make satisfied customers 
and build the contractor's reputation. 



















CHASE METAL WORKS 
STOCKS: 
Newark 

New York Philadelphia 


Boston 


OFFICES 


Division of Chase Companies, Inc 


Chase Companies of New Jersey Ohio Chase Company 


+S. 





WATERBURY, CONN 


Chase Companies of California 


San Francisco Los Angeles 


Cleveland 


Rochester Pittsburgh Atlanta 


Chicago St. Louis 


Members Copper and Brass Research Association 


Jo 





LPHA BRASS PIPE con- 
tains only Alpha crystals 
which make a dense ductile and 
tough brass that offers greater 
resistance to corrosive waters. 
Because it contains more copper 
and lead it makes better bends and 


cuts and threads easier. 


4 


(. 


Full details in our 
Alpha Brass Pipe Book. 


LPHA 
rass 






Cuase Metar Works, Waterbury, Conn 


Please send me free of charge a copy of yo 
NAMI 
FIRM POSITIO? 
ADDRES: Ai 


Alpha Brass Pipe is a better 
brass pipe and we can prove 
it. Our book on Alpha Brass 


P e Pipe gives the facts. 


0320-23 


ur book on Alpha 
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' 
Residence of Mrs. W. H. Tusler, Minneapolis, Minn. 
Equipped Throughout With 
Magney & Tusler, Architects Roval 
Bjorkman Bros 
Plumbing Contractors 
Crane Co., Plumbing Fixtures Flush Valves 
From Portland to Portland, from across the Canadian 
border to ‘‘Way Down South’’—thousands upon thousands 
of home-owners are enjoying the comfort and convenience 
of Royal Flush Valves. 
They operate easily and quietly; they save space and 
give added beauty to the fixtures with which they are 
installed. 
A Sloan-Sizer will give you the proper 
size of tap service and supply pipe 
Write for it today 
a 
SLOAN VALVE COMPANY 
CHICAGO 
BRANCH OFFICES@A 
Albany, N. ¥ Buffalo, N. ¥ Des Moines, lowa Los Angeles, Cal Nashville, Tenn san Francisco, Ca 
Aclanta, Ga Cincinnati, Ohio Detroit, Mich. Memphis, Tenn New Orleans, La Seattle, Wash 
Baltimore, Md Cleveland, Ohio Durham, Conn Miami, Fla New York City, N.Y St. Louis, Mo 
Bayonne, N. J Dallas, Texas Indianapolis, Ind. Milwaukee, Wis Philadelphia, Pa Washington, |) 
Boston, Mass. Denver, Colo. Kansas City, Mo. Minneapolis, Minn Pittsburgh, Pa 
CANADA 
Winnipeg Toronto Montreal Halifax 
= ernie asieiceiieeilacan aielaiaeltielanaiaibdaiailintaietanmeasatinants SR ere ee * . aa 2 
— — — ———————— eee ee ee —) 
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B M ° E ° S In order to preserve sanitary conditions, that every 
anner iV eeting for 4mpire tate effort be used to bring to the attention of other asso- 
(Continued from Page 41) ciations, manufacturers and jobbers, the fact that they 


should realize that it is their individual responsibility 
that only competent and licensed men install plumbing 
fixtures 


Zone delegates: John F. Rogers of Queensboro, Fred 
Schmalstich of Bronx Borough, Albian J. Eckart of Al- 
hany, James F. Larkin of Rome, James L. Guider of 


, y , ’ . @ >," TS 

Syracuse and Martin Utz of Rochester Wm. E. Shad- EXHIBIT 

dock of Buffalo, retiring president, and Thos. F. Nolan Leskole Valve Co. exhibited its automatic radiator air 

of Albany, chairman of the Legislative Committee, will valve. F. H. Dougherty was in charge 

erve on the Executive Board with the officers A power burner was the attraction of the Surfo Oil 
Resolutions passed by the convention were as follows Burner Company's booth, attended by J. C. Lindner 
That an amendment to the state Employers’ Liability Miss Helen LeFrois and Mrs. E. F. Watson were in 


Act be passed, making it obligatory for all employers to charge of the price guide booth of Bareham & Saunders 

The American Brass Co. had five representatives.-G 
W. Schick, J. E. Locke, W. W. Roach, J. O. Raab and 
E. B. Tracy at their brass booth 

Boilers and radiators were shown by C. A. Sarvade of 
Continental Heater Co 

Instantaneous water heaters featured the booth of the 
Ruud Mfg. Co. 

A small residence steel boiler was displayed by the 
Fitzgibbons Boiler Co. in a store on the ground floor of 





the hotel, and Sales Manager Chapman was in charge 
John F,. Donovan, New York City; Fred Fleishauer, Buffalo; Stringer Bros. Co. showed a hub valve Their ex 
M. Loomis and Past State President P. D. McCarthy, both of hibit was in charge of J. D. Murphy 

Syracuse, N. Y. Harvey D. Powell was in charge of the Wolff Gas Radi 
ator Co. exhibit. 


keep a list of employes open for inspection at all times, Pittsburg Water Heater Company's’ instantaneous 

providing a penalty of $50.00 for the first violation and heaters were demonstrated by E. C. Sherman 

$100.00 to $500.00 for the second violation, N. M. King was in charge of the booth of the Taber 
Requesting the National Association of Master Plumb Pump Co. 

ers to loan its aid to furthering the work of fighting the The Kaustine Co., Inc., showed its septic tank, in charge 

pollution of soil and streams and pledging the support of H. A. Colvin. 

of the association to local and national legislation which Tank balls were the main exhibit of the Woodward- 

would aid in alleviating the peril of this pollution Wanger Co., with E. C. Mason in charge 
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Meets Every Requirement 


Zwermann Vitreous Ware meets 
every requirement of the most 
particular master plumber or build- 
ing owner yet because of the econ- 
omies effected through large scale 
production concentrated on one 
tank and one bowl ~~ the latter in 
two sizes—it is not higher priced 
in spite of its obviously superior 
quality. 


Order through your jobber 


Zwermann Company 





Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


PLATE No, 38—CLOSET COMBINATION 


Consisting of Plate No. 8 Tank in combination with Plate 
No. 18 Wash Down Bowl, "that is_fitted with, either an Oak 


Robinson Illinois 





or Birch Mahogany seat 
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Profits You Didn’t 
Figure on 


Clean Clear Water For Every 
Home-—A Thorough Prac- 
tical Device 





A new product that your customers 
will be glad to buy means profits added 
to your business that you didn’t figure 
on. You can add profits by selling the 
New Star-Dee Rust Preventor. One 
installation in a neighborhood means 
other sales and every sale means repeat 
sales of refills. The Star-Dee Rust 
Preventor will bring profits because it 
effectively stops rust in awater system 
and it works equally well in old or 
new systems. 




















Star-Dee Meets a Big Demand 


In districts where rusty water 
conditions are prevalent there is a big 
demand for a device that will permit 
home owners to draw clear, clean 
water at their faucets instead of the 
dirty, rusty water that they are accus- 
tomed to. If there are such conditions 
in your community, by all means 
write us for complete information on 
the Rust Preventor. 


Write for Complete Information 
and Discounts Direct 
A post card will do. Just say, “I’m a plumber. 
Tell me about the Star-Dee Rust Preventor.”’ 
By return mail we will send you complete 


This is the Star-Dee Rust Preventor. It can be quickly connected 
to any water supply system. Once installed the system is freed 
for all time from rusty water and the rusting process that goes on 
in all water systems is reduced by 80°. 


Sells Easily—Generous Margin 
of Profit 


By backing you with sales co-operation, exten- 
sive advertising and a generous discount you 





can be assured of selling Star-Dee Rust Pre- 
ventor in good volume and at a good profit. 
Installations are quickly and easily made. 


RUST::.. #&* 





information and prices direct to you. We will 
also tell you how we will co-operate with you 
and help you to make sales. 


PREVENTOR 


Detroit Range Boiler and Steel Barrel Company, Detroit, Mich. 


Also manufacturers of Star-Naco Range Boilers, Detroit Range Boilers, Detroit Expansion Tanks, Closet Tanks Star-Dee riveted and 
welded double seal, copper bearing steel water heater tanks. 





NEW YORK TRENTON TOLEDO 


CHICAGO 


ST. LOUIS SAN FRANCISCO 
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Heat regulators were exhibited by Felix J. McTernan 


of the Minneapolis Heat Regulator Co. 

A. E. Smith was in charge of the Duriron 
exhibit. 

Robbins, Gamwell & Co. had not only two 
H. C. Leonard and R. L. Aldrich, but a staff of 
operating their pipe machine. 

Plumbers’ specialties were shown by the J. A 
Mfg. Co., with District Manager W. D. McC 
charge. 

Acmelene threading oil was exhibited by t 
Refining Co. 

Wrought iron pipe formed the basis of th 
of the A. M. Byers Co., E. L. MacWharter atten 


Company 


salesmen, 
assistants 


. Sexauer 
onnell in 


he Acme 


e exhibit 
ding. 


The Wolverine Brass Works, showing plumbing acces- 


sories, had three salesmen in attendance, Otto G 
Wallace Qua and Lew Avery. 
A dishwasher made in combination with a |} 


. Jentsch, 


1igh class 


sink with the best grade of fittings was displayed by the 
Walker Dishwasher Co. P. D. McCarthy, master plumber 








J. G. Ward, A. B. Kavanaugh and J. F. Guider, all of Syra- 


cuse, N. Y., and 8. J. Yauchzi, of Rocheste 


r 


and part owner of the business, helped to show the de- 


vice. 

Frank F. Bauer was in charge of the H. G 
Co. 

The D. & T. Mfg. Co. was ably represented b 
Manager Robt. H. Feltwell. 


Butt Mfg. 


y District 


Pipe covering fermed the main exhibit of the Johns- 


Manville, Inc., with J. G. Fitzimmons in charge 


Mueller Company’s exhibit attracted a great deal of 


attention. It was in charge of R. V. Benton. 


Reed Mfg. Co.’s exhibit was in charge of H. C. Gaugh. 


The Oster Mfg. Co. had a fine exhibit. 
The Walworth Company had four men prese 
Fiddes, T. J. Chittenden, M. E. Brayman and M. 


nt-—J. E. 
Freiberg. 


Leo M. Gelman represented the Perolin Co. of America 


at its booth. 
H. L. Stephenson represented the Savutime 


Co., Inc., 


and compensation insurance was explained by H. D. Ellin- 


wood of the Exchange Mutual Ins. Co. 


Exhibits were also made by Crane Co., Ridge Tool 





M. J. Devine, Amsterdam, N. Y.; Chas, Becker, David Becker 


and T. J. Brennan, of Rochester, N. Y.; John J, 
M. J. Donohue, both of Amaterdam, N. Y. 


Allen and 








THE LAST WORD 
IN 
BOILER 
PROTECTION 


To maintain proper water 
line in heating boilers is to 
eliminate most of the trouble 
in their operation. 


McDonnell & Miller Duplex 
Water Feeders are real pro- 
tection to lowpressure steam 
boilers from the dangers of 


low water. They prevent cracked 
sections and burned boilers. 


They also take care of ex- 
cess condensation, and so pre- 
vent flooding the boiler. 


They eliminate the worry 
over ‘water line” and remove the 
human element from boiler op- 
eration by making the manual 
control of the water supply un- 
necessary. 

They are particularly nec- 
essary on oil fired boilers where 
great damagecan be done quickly 
if the oil burner comes on with 
insufficient water in the boiler. 


WRITE FOR BULLETIN S-1 



















MS DonNELL & MILLER 


\ 


CONWAY FEEDER CHICAGO 
BUILDING ILLINOIS 


‘DOING ONE THING WELL” 
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Patented Dec. 25, 1923 


~ The BLAUVELT Packless 
Double Combination Fitting 


RANTED that this fitting is handsome 
in appearance. It should be, for we took 
great pains in designing it. 


However, we also kept the maxim before us, 
“Handsome is, as handsome does,” and there- 
fore we embodied in this fitting features of 
construction which will make it function 
. — properly without the necessity of periodical 

This fitting is on per- . 

manent display at the attention. 

Architects Samples 


Corporation, 101 Park 
Avenue, New York 


The F. N. DuBois Co. 


Incorporated 
243-247 Ninth Avenue New York 
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Co., Williams Tool Corporation, The Nelson Protecto 
Bathtub Cover Co. and Phenolic Products Co. 


SOUVENIRS 
MONG souvenirs distributed were some by the fol- 
7 lowing firms: The Ridge Tool Co., Elyria, Ohio, 
distributed small wrenches. The Phenolic Products Cor- 
poration, Rockford, Ill., gave away miniature closet seats 
and ash trays made of Bakelite. J. A. Sexauer Mfg. Co., 
New York City, had key rings with a gage attached. 


The Acme Refining Co., Cleveland, Ohio, gave out cellu- 


loid rulers. The United States Rubber Co., New York 


City, had tobacco pouches for the trade The Duriron | 


Co., Dayton, Ohio, had paper weights in the form of its 





New York State Master Plumbers’ Officers for 1925 


product. The Leskole Air Valve Co., Philadelphia, Pa., 
distributed small address books and pencils. Crane Co., 
Chicago, gave away perpetual calendars which were in 
great demand. Wolverine Brass Works, Grand Rapids, 
Mich., gave carnations to all the ladies in attendance. 
D. L. Hamill Co., Buffalo, N. Y., distributed miniature 
water closets. 


New Business “Ventures 


The Standard Plumbing Company of Kentucky has 
been incorporated with a capital of $5,000. Incorporators 
are O. W. White, W. V. Doyle and D. Stanaland, all of 
Lexington, Ky. 

Joseph Kamarata, of Clinton, Ill., is establishing a 
plumbing shop in Danville, Il. 

Herbert Strohm and Arthur Bohm are opening a plumb- 
ing and heating establishment in Genoa City, Ill. The 
company will be known as the Genoa City Plumbing & 
Heating Company. 

Oliver Skelton will open a plumbing shop in White 
City, Kans. 

C. P. Grimme will soon open a plumbing shop in 
Anamosa, Iowa. 

Geppert & Beck Plumbing Co., of Highland, IIl., has 
been incorporated to conduct a plumbing and heating 
business. Jacob Geppert, Theodore Beck and I. Geppert 
are the incorporators. 

Finley Hardware, Plumbing & Heating Company, of 
Finley, No. Dak., has been incorporated with a capital of 
$25,000 by Halfdan Peterson, H. R. Martinson and T. A. 
Martinson, all of Finley. 

The plumbing business of Marcus Weil, of Chicago, 
has been incorporated under the name of Marcus Weil & 
Sons Co., with a capital of $30,000. The incorporators 
are Marcus Weil, Morris Weil, and J. A. Hanson. 
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Badger Waste and 0’Flow 
Last Word in Bath Wastes 





Patent Applied for 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty a TUB in Less 
THAN THREE MINUTES 


e 
Milwaukee Flush Valve Co. 


MILWAUKEE, WIS. 
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wr ER it was who said,“*Woman’s 
' place is the Home,” is doubtless 
rotating so rapidly in his grave that 
neighboring inhabitants think there’s 
an earthquake. For the ladies are find- 
ing a constantly broadening field of out- 
side interests~- and still managing to 
keep their homes spick and span, their 
husbands well-fed, and their children 
healthy and happy. 


This has been possible through the 
fact that the appointments of the mod- 
ern home are all designed to require a 
minimum of labor and attention. Aero 
Radiators are no exception. In addi- 
tion to their beauty, their efficiency, 
their reasonable cost (they are sold at 
the price of standard radiation), they 
are convenient. [he wide spacing makes 
dusting them a simple matter. 


Ample clearance is provided below to 

make cleaning easy. For those who 

wish an even greater clearance ~~ so 

that, if desired, the cleaning can be 

done with a dust mop — six inch legs 

. will be furnished on the radiators at 
no extra cost. 


t 1038-1106 South Kolmar 4 
(cha 


if Beauty and Warmth il 


a 








Nationa Raviator Company 
JOHNSTOWN, PA. 


PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N. J 

BRANCH OFFICES: New York, Philadelphia, Baltimore, 
Washington, Richmond, Pittsburgh, 
Cincinnati, Cleveland and Chicago 
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Business ( hanges 


Charles W. Rishel, president of the Master Plumbers’ 
Association of Endicott, N. Y., recently moved to his 
new store at 118 Washington avenue, in that city. 

Joseph Minor has purchased the interest of C. E 
Keener in the plumbing firm of Seale & Keener, of Altus, 
Okla The firm name has been changed to Seale & 
Minor 

Lewis & Smith, heating contractors, 685 Massachusetts 
avenue, Boston, have dissolved partnership. George T. 
Lewis, having taken over Mr. Smith’s interest, will con- 
tinue in business at the same address. 

The Central Heating & Plumbing Co., of 284 Main 
street, Johnson City, N. Y., has moved to larger quar- 
ters at 2 Avenue D in that city. 

The Barns & Clark Plumbing & Heating Co., of New 
Castle, Pa., has completed its two-story brick plumbing 
shop at the corner of South Beaver and Lawrence street 
in that city, and has moved into the building. The first 
floor contains six office rooms, work shop and storage 
room, while the second floor contains two large esti- 
mating rooms. The company was formerly located at 
126 North Mercer street. 

H. D. Fitzgerald, formerly located at 13 Bassick avenue, 
Bridgeport, Conn., has moved his plumbing shop a few 
doors east to 29 Bassick avenue. 

W. Atkinson, Bridgeport, Conn., has moved his plumb- 
ing establishment from 299 Prospect street to 634 State 


( central 1 eating 


A central heating plant has been installed for heat- 
ing the buildings of the University of Pennsylvania, 
Philadelphia. 


street. 


The date is soon to be set for the election to vote on 
bonds for $560,000 for the construction of a combined 
central steam heating plant and electric light distributing 
plant by the city of Faribault, Minn. 

E. A. Hughes, of Bismarck, N. D., has let the contract 
for rebuilding his central steam heating plant in Dickin- 
son, N. D., at a cost of $60,000. 

The Masonic Home Association is taking bids for the 
erection of a combined central heating plant and laundry 
building at the home in Bloomington, Minn. A. F. Pray, 
300 Oneida building, Minneapolis, Minn., is chairman of 
the building committee. 


Obituary 


H. Howard Dowling 
H. Howard Dowling, the last member of the plumbing 


| firm of L. & H. Dowling in Philadelphia, died at his home 


in that city on Tuesday, March 24. He was a mem- 
ber of the Philadelphia Master Plumbers’ Association 
Charles Dey 

Charles Dey, who conducted a plumbing business at 
2104 North Camac street, Philadelphia, died in a hospital 
in that city on Tuesday, March 24, from injuries re- 
ceived in a collision on Friday, March 20, in which he 
suffered a fractured skull. He succeeded to the plumbing 
business of the Louis Wanner Estate some years ago 
and he was a member of the Philadelphia Master Plum 
bers’ Association. 
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In the selection of Enameled Ware for the 
home, choose that which Serves to the utmost, 
Satisfies your Customers and is Beautiful in 
Appearance. 


Unite? States Sanitary MYy. Co 


NEW YORK CHICAGO PITTSBURGH PHILADELPHIA RposTON 
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Startling Facts 
proved 


by this test! 







30° 35° 40° 45° 50 


Bia i-4-) sael-13 






How an even temperature can be held by 


THE Powers SHOWER MIXER 


as compared with other mixers 


bather under shower would get a “shot” 





STYLE ‘“‘A”’ FOR EXPOSED 








Conditions of the Test 


Temperature of cold water is 40° F., hot 
water 170° | Pressure on both lines 50 
lbs. Handle of Mixer is turned to 
“WARM” and temperature of water 
flowing from shower head is 100° F. 


At Point 1. Cold water pressure 1s cut 
down to 10 lbs., hot water pressure 1s 
still 50 lbs 

Result. With ordinary s/ r mixers, 
temperature rises 25° in 10 seconds. See 
dotted line on chart Bather under 
shower would get a “shot” of hot water 

With a P rs Mixer, temperature of 
water remains constant at 100° F. See 
solid white line on chart 
At Point 2. 
stored to 50 lbs., 
cut down to 10 lbs 

Result. With ordinary 


ature of water drops 65° in 25 


Cold water pressure is re- 
hot water pressure 1s 


rs, temper- 


seconds; 


of cold water here , 
With a Powers Mixer, temperature of 
Water remains constant at 100 


At Point 3. 


water lines is so lbs 


Pressures on hot and cold 
With equal pres- 
sures, temperature of water with ordinary 
mixersreturns to 100°F., the starting point. 
Conclusion. — Ordinary shower mixer 
do not protect bather from scalding or 
“shots” of cold or hort 
when nearby 


sudden water 
caused by pressure changes 
showers, faucets or flush valves are used 
1 Power Vixer, regardless of violent 
pressure changes, always holds the water 


at whatever temperature is desired 


Make This Test Yourself! 
Get first-hand proof of these facts 
Powers Mixer 30 days free Bulletin 154 
gives roughing-in dimensions, prices and 


full information. May we send you a copy? 


lest a 


MIXER PIPING 





THE 


POWERS MIXER 


Is Non-Thermostatic 
Absolutely Scald-Proof! 
Has No Packing 
No Diaphragms 
No Fuller Balls 


THE POWERS REGULATOR CoO. 
34 years of specialization in temperature control 


2716 GREENVIEW AVE., CHICAGO 
BOSTON - TORONTO - = and 30 Other Offices 


The Equalizing Valve does the trick by 
instantly balancing any change of pressure 
on either supply line. 











NEW YORK - 
(2829-B) 


nnn nnn nnn EEE” 
Install a POWERS MIXER in the First Place 
RSENS SCRE SS RSS| EERE ~-/ADsi RE RESSSSDSisSslsSUSSNSSRIBSSNSSSSDASSGSR 
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Women’s Auxiliaries 


WOMEN’S AUXILIARY TO THE MISSOURI 
ASSOCIATION 


Mrs. E. D. Hornbrook, president of 
the Women’s Auxiliary to the National 
Association of Master Plumbers, was 
hostess to the visiting women of the 
Kansas City, Kan., Auxiliary and the 
members of the Kansas City, Mo., Aux- 
iliary, at a “musical tea” during 
the Missouri Master Plumbers’ con- 
vention in the latter city. The house 
was artistically decorated with spring 
flowers. Mrs. S. Harris, contralto, sang 
a group of songs, accompanied by Mrs. 
Mamie Guy, and Miss Rozanne Clinton, 
accompanied by Miss Elizabeth Clinton, 
gave a number of violin selections. The 
guests were most appreciative and the 
musicians responded to numerous en- 
cores. Miss Lillian Brickey poured tea, 
Miss Myrtle Burke poured coffee, and 
Miss Hester Hayes served punch. Other 
ladies who assisted in making the affair 
success were Mesdames 





such a_e great 
Lawrence Kinder, C. FE. Jones, Ira Hen- Mrs. E. D. Horn- 
derson and Frank C. Brickey, and Miss brook 
Mildred Knapp, Miss Dorothea Knapp, 

Miss Elizabeth Gornall and Miss Gladys McKinley. Each 
one of the one hundred and fifty guests present received 
a waterlily as a souvenir. 


PLANS FOR NEXT YEAR'S CERAMIC CONVENTION 
UNDER WAY 

A number of manufacturers and others prominently 
identified with the ceramic industries in the South met 
recently at the Chamber of Commerce building in Atlanta, 
Ga., and formed a temporary organization to handle the 
affairs for the 1926 convention of the American Ceramic 
Society, which is to be held in Atlanta. 

One of the features of the 1926 meeting will be an 
extended trip through the clay producing belts of Georgia 
and Alabama on a special train provided by the Central 
of Georgia Railway, the delegates to be the guests of 
the railroad on this trip. 


CHICAGO HEATING AND PIPING ASSOCIATION'S 
SMOKER 
The Chicago Heating and Piping Association, Inc., 
held a banquet and smoker in the Rose Room of the 
Hotel Sherman, on Thursday, March 26. Seventy-five 
members and associates attended: and five new members 
Harry B. McGinnis presided. The offi- 
Cogley, president; 


were initiated. 
cers of the association are: 2. ds 
Chas. H. Graves, vice-president; Harry S. Mitchell, treas- 
urer, and Louis F. Conrad, secretary. 
FREEPORT, ILL., M. P. A. ELECTS OFFICERS 

The new officers of the Master Plumbers’ Association 
of Freeport, Ill., are: President, Anthony Enzler, and 
secretary, Carl E. Ling. 


The Elk-O-Lar Improvement Co., Joplin, Mo., of which 
Charles Dacy, Frisco building, is secretary, and W. W. 
Perry, Kansas City, Mo., is president, has purchased 1,050 
acres of land near Joplin and will develop a resort and 
construct a swimming pool. 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 































Goods You 
Can Tie To 


It pays to be sure of 
the brass goods you 
handle and install. 


Products 


have proved their su- 
periority byactual use. 
The kind you can in- 
stall and forget about. 
The Trenton Wash Tray Plug is made in a 
variety of patterns. Finished brass or nickel 
plated. 
Order from your jobber. 


a THE TRENTON BRASS 


) Catalog 


AND MACHINE Co. 


Trenton, New Jersey 








Trenton. 
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STILLSON like Walworth, 
is a trade mark and regis- 
tered by its owner —the 
Walworth Manufacturing 
Company—in the U. S. 
Patent Office, in the sev- 


eral states and in foreign 
countries. 























IS DAN STILLSON’S MARK 
ON THE WRENCH YOU USE? 


It ought to be, if you are at all particular about the 
kind of wrenches you use yourself and buy for others. 


When you see STILLSON drop-forged in the head you 
know what you are gétting: — the same strength and 
toughness of steel and the same certainty of grip that 
Walworth has put into all STILLSONS since Dan 
Stillson made the first one in 1869. 


All sizes from 6 to 48 inches show this distinctive mark. 


WALWORTH MANUFACTURING CO., Boston, Mass. 


Buffalo Chicago Cleveland Erie Glasgow Kewanee,Ill. London 
New York Philadelphia Portland Seattle San Francisco Youngstown 
Plants at Boston and Kewanee 
Walworth International Co., New York, Foreign Representative 

















WALWORTH 


“WHATEVER YOU BUILD, YOU NEED WALWORTH”? 
Valves, Fittings and Tools for Steam, Water, Gas, Oil and Air 
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Right from the Start 


(Continued from Page 18) 


Carver & Aschmann do not intend to operate on their 
capital, and wake up some morning to find that they are 
finished. They give the very best in service and materials 
possible so that the customer gets a square deal. Then 
they see to it that their own proper needs are included 
in the selling price. 

These are the things which have won recognition among 
their fellow craftsmen. They are members of the Master 
Plumbers’ Association and of the California Sanitation 
Development League. They appreciate the value of the 
trade papers and—-what seems a miracle in a firm so young 
—they discount their bills. Even a bill for $1.20 is dis- 
counted. “Nothing grows like discounts, not even mush- 
rooms,” as Mr. Carver remarked. So I feel perfectly 
safe in playing prophet and predicting big things for a 
firm which can merchandise the ‘‘wheel that can be ad- 
justed to 300 degrees”’ as cleverly as they do. 





A QUARTET POPULAR ON THE AIR 


The Fairbanks, Morse & Co. Quartet, which broad- 
casts from Beloit, Wis., from WEBW, is enjoyed by the 
fans over the country every Tuesday evening. Leland 
Forman, second tenor, directs the group. He is connected 
with the general manager’s office. LeGrande Warriner and 


LeGrande Brannen, singing baritone and bass parts, are in 








The Radio Quartet of Fairbanks, Morse & Co., of Chicago, IIL, 
and Beloit, Wis. 


the engineering department, Mr. Warriner being assistant 
chief engineer. David McCullough, the “Scotch John 
McCormack,” is the fourth member and handles the first 
tenor parts. He is in the company’s service department. 


George F. Washburn, proprietor of the Gray Moss Inn, 
Clearwater, Fla., will construct a swimming pool on the 
shore of Clearwater Harbor. 

The Y. W. C. A. is about ready to let the contract for a 
building in Knoxville, Tenn., to cost $177,000, and include 
a 42x72 ft. swimming pool in the basement. 

The Borough of Bronx, New York City, is having plans 
drawn for a comfort station and waiting room, to cost 
about $45,000, to be located on the south side of Tremont 
avenue, near Third avenue. H. Bruckner is in charge of 
the matter. He is also having plans drawn for a cumfort 
station to be located in Crames Square, at the junction of 
163d street and Hunts Point avenue. 
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Removable 
porcelain index 
Shoulder Stop 


limiting lift of 
Stem 


Bell meta! balls 
preventing friction 
by lift or side turn 


Smooth surfaces of handle 


No sharp corners 
Combined packing 


gland and spring y] 


Cloth inserted 
rubber packing 
washer 






uid ‘ 
setae 300 Ibs. pressure 


resisting special 
bronze spring carrying 
a 200 Ibs. working 
guarantee 


Fau!tless’’ seat 
Gise washer 


The Picture Tells the 
Story of the Ryco 


Not only of its outside appearance, but also 
of its innermost secrets. 


The picture shows you clearly the many 
advantages of the Ryco, and the inside 
reasons for its great popularity with users. 


This popularity is bound to react to the 
credit of the man who recommends the 
Ryco. 


13830 J. IC. RYAN & CO. 1925 


Monroe!& Jefferson'Streets Chicago 











Just as Important as the Pipe 


Brass pipe for plumbing 1s ¢ 

used are of a quality that w 

the pipe itself pecihed as t eu 
tively little attention 1 


“McR” Brass Pipe Fitting 

manufacturers in the 

service they must perforn I 

accurately cut threads and I 

| outlast the pipe. Every fitting water pre 
guaranteed absolutely 


Take no chan nm your 
In n'“McR’ I 
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VENT TO FLUE 


DRAFT HOOD 


COLO WATER INLET 


TO COIL 
REMOVABLE CAST 


 e IRON TOP 


EXTERIOR CAST 
IRON SHELL 


REGULATING COCK C 
FOR FLOW OF WATER 













COIL RACKS 
CAST IRON 
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HEATING COIL 


DETACHABLE AND DRAIHABLE 


INTERNAL 


we A CONDENSE 
eae | WATER SHEDS 
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AUTOMATIC WATER MOTOR 


HOT WATER OUTLET 
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THERMOSTATIC GAS VALVE 


COLLECTOR 
DRAIN COCK 


PRIMARY G&S VALVE 





sAS COCK A 






PILOT VALVE 8 










GAS TO PILOT ____ 
GAS TO MAIN BURNERS 
PILOT BURNER ___ Prin 


BURNER POSITIONING RIB« 


GAS BURNERS 















INTERLOCKING 
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SELF CLOSING FRONT JACKET 
LOWER DOORS WITH SPRING DOOR 
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q, The Shell is made of everlasting 
cast iron. 


qd There are twoseparate and inde- 
pendent controls of fuel. 


q, The thermostat is placed in the 
heart of the heat zone. 


q, The No. 95 is equipped with con- 
dense water sheds and collector. 


q, The flat flame check burner can 
be easily takenapart and cleaned. 


q, Quality in every detail. 


a a a 


Ruud Manufacturing Co. 
Pittsburgh, Pa. 
Branches in all Large Cities 


56 will outlast THREE 
fs priced around $100 
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Manufactured under license from ‘‘Hawks’’ Patent 
| No. 1,245,228 of November 6, 1917. 











] All with GALVANIZED MALLEABLE TEE Threaded on 
| sides 1x34, 34x34 or 34x14. Suitable for any size, style or make 
| Boiler — Male end of Tee for screwing into Range Boiler has 
proper taper to take care of slight variations in tappings on 
Boilers and will always make up tight. 


| 'The Eastern Foundry Company 


Boyertown, Pa. 





San Francisco, Calif. Seattle, Wash. Salt Lake City, Utah Los Angeles, Calif. 


























| 

i] Philadelphia Office Boston Office New York Office 

940 Drexel Building 432 Rice Building 50 Church Street 

| | 

PACIFIC COAST: HH | 
623 Larkin Street 1427 L. C. Smith Building 58 East First Street 324 North San Pedro Street | } 
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THE OIL BURNER CONVENTION 

While this issue of ‘‘Domestic Engineering” is being 
printed, the American Association of Oil Burner Manu- 
facturers is holding its second annual meeting at the 
Edgewater Beach Hotel in Chicago. Two sessions were 
held daily on Wednesday, Thursday and Friday, April 1, 2 
and 3. 

A complete report of the meeting will be published in 


next week’s issue of “Domestic Engineering.” 





COMPANIES RECENTLY INCORPORATED 

The EverHot Heater Sales Co., 15 East 
street, Baltimore, Md., has been incorporated 
capital stock of $25,000, by N. W. Hamill, C. 
Harrison and others. 

The East Drinking Appliance Co., Longview, Wash., 
has been incorporated to manufacture drinking fountains, 
by J. R. Foley, Geo. McPherson and Robert East. 

The Heat King Oil Burner Co., Kansas City, Mo., has 
been incorporated with a capital of $50,000 to manufac- 
ture oil burners. The incorporators are: D. E. Anderson, 
O. W. Anderson and Frank E. Stiles. 

Union City Plumbing Supply Co., of Newark, N. J., 
has been incorporated with a capital of $509,000, the in- 


Lafayette 
with a 
Morris 


corporators being Tobias Grunt, Isaac Grunt and Jules 
Kroll. 
Walter & Parrish, Inc., Peoria, Ill., has been incor- 


porated with a capital of $50,000 to manufacture venti- 
lators and heating systems. The incorporators are John 
H. Parrish, Emily C. Walter and Mary Bartley. 

Little Giant Manufacturing Co., Wilmington, Del., has 
been incorporated with a capital of $50,000, to manufac- 
ture plumbing specialties. 





DISCONTINUES DULUTH BRANCH 
Murray-McLeod Co., of Virginia, Minn., has discontin- 
ued its Duluth branch and in the future will handle all 
business from its office in Virginia, Minn. 





INCREASES CAPITAL STOCK 


Illinois Valve and Mfg. Co., 4245-57 Ravenswood ave- 
nue, Chicago, has increased its stock from $15,000 
$30,006. 


to 





OPENS BRANCH OFFICE IN CHICAGO 
The Honeywell Heating Specialties Co., Wabash, Ind., 
has opened a branch office in Chicago at Rooms 2101 
Straus building. W. J. Hajek is in charge of this 
Office. 





NEW SUPPLY HOUSE IN NORTH CAROLINA 
The Ideal Supply Company, Inc., started in business 
this week at 219 East Sycamore street, Greensboro, N. C. 
The concern is incorporated with a capital of $50,000. 
The incorporators are George W. Skavish, formerly of 
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branch; J. Lee 
at Raleigh, 
traveling 


Noland Company, Inc., Spartanburg, S. C 
Thomas, formerly with Noland Company, Inc., 
N. C., branch, and Leon M. Hewitt, formerly 
salesman for the Sanitary Supply Company, of Greensboro, 


N. C. 


WINSTON-SALEM HAS NEW JOBBING FIRM 


The Atlas Supply Company, Inc., has been incorporated 


at Winston-Salem, N. C., to deal in plumbers’, steam- 
fitters’, water-works and mill supplies, with a capital of 
$200,000, of which $75,000 has been subscribed. The 


officers are as follows: President, E. T. Nance, formerly 


branch manager for Noland Company, Inc.; vice-presi- 
dent, J. N. Davis, and secretary-treasurer, J. B. Futrell 
The board of directors, in addition to the officers, con 


sists of Paul P. Davis and E. L. Davis 


OPENS BRANCH IN SACRAMENTO 


H. Tay Co., 
a branch in Sacramento on or about 


of San Francisco, Calif., will open 
May 15. The build 
ing site comprises one square city block between Twenty 
R and S$ 
Building have commenced. 
George Ff Stack, of Scott-Lyman & Stack, 
plumbing contractors of Sacramento, has been named as 
manager of the branch Mr. Stack has been in 
business in Sacramento for number of and 
the inventor of a flush valve. 


George 


second and Twenty-third streets, and between 


streets. operations already 


? 
a. 


formerly 
new 


a years, is 


FRANK C. VAN SCOY CALLED BY DEATH 


Frank C. Van Scoy, jobber of plumbing and heating 
supplies in South Norwalk, died recently his 
home in that city of heart failure in his 59th year. Mr 
Van Scoy not long ago opened a ‘supply house in South 
Norwalk, where he lived among friends made during his 


forty connection with the plumbing industry. 


Conn., at 


years’ 


NOW IN NEW QUARTERS 
General Supply Company, of Atlanta, Ga., recently pur 
chased the three-story and basement brick building known 
as the Baxter building, at 27-29 Garnett street. After 
building an addition and remodeling the main building, 
the company has moved into its new home 
pany, which is the plumbing and heating supply 
house in Atlanta, formerly South 
Forsyth street. 


This com 
oldest 


was located at 37 


The Chicago office of A. M. Byers Co., Pittsburgh, Pa., 
has moved from Room 1532, Conway building, to Room 
1426, same building. The street address is 111 West 


Washington street. 

The John Wood Manufacturing Co., of Conshohocken, 
Pa.. has moved its office in Brooklyn, N. Y., from 67 
Thirty-fifth street to 44 Thirty-fourth street. 

Meyer Casson & Co. have moved their offices and fac- 
tory from 44 Penn street, Brooklyn, N. Y., to 30 Rodney 
street, in that same city. 
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NEW FACTORIES AND ADDITIONS 


Completion of a $25,000 addition to the shops of the 
American Casting Co., of Birmingham, Ale is announced 
by Dan Dimmick. president. The addition 
considerable increase in the former capacity of the plant, 


enables a 


and was necessitated by a fast, growing demand for the 
company’s products 


A 50x135 ft. one and two story brick factory building 


is to be constructed at 1560-62 East Slauson avenue, Los 
Angeles, Calif., for the Novelty Brass Works, at a cost 


of $11,270. 


A top addition is to be built to the boiler house of 
the Wolverine Brass Works, Grand Rapids, Mich The 
addition will be 38x72 ft., and will be a warehouse. 


The Jennison Company, Fitchburg, Mass., has awarded 
the contract for a one and two story factory and ware 
house addition which is to cost $50,000. 


PERSONNEL ADDITIONS TO EASTERN 
MANUFACTURING FIRM 


The John Wood Mfg. Co., Conshohocken, Pa., announces 
the following additions to its sales force W. C. Allison, 
St. Louis, Mo., territory; Eugene Holmes, southern terri- 
tory with headquarters at St. Petersburg, Fla., and A 


Maulson, Detroit, Mich., territory 


OSTER MFG. COS SALES CONFERENCE 


A three-day meeting of salesmen and factory executives 


was held during the week of March 16 at the factory of 
The Oster Manufacturing Company of Cleveland, Ohio. 
Discussions of sales policies and the various types of 
Oster equipment occupied most of the sessions, while a 


round of dinners and theater parties helped the visitors 











The Sales Conference of The Oster Mfg. Co., of Cleveland, Ohio 


carry away a favorable impression of the city where their 
made While the the 
men sell Oster products from coast to were 
given an opportunity to inspect and try several new 


tools are attending “assembly” 


who coast 
tools 


which are soon to be placed on the market. 
MILWAUKEE VALVE CO. TO DISTRIBUTE DOLE 
PACKLESS RADIATOR VALVES 
The Dole Valve Co., Chicago, announces that its asso- 
ciate, the Milwaukee Valve Co., of Milwaukee, Wis., 
taken over the national distribution of the Dole packless 


has 


radiator valve. The valve will continue to be manufac- 
tured in the Milwaukee plant under the Dole patents 
as before. The Dole Valve Co. will continue to make 


and market the Dole siphon air valve and the Dole car 
bon post air valve in its plant in Chicago. 
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APPOINTED WESTERN DISTRICT SALES MANAGER 
J. H. Williams & Co., Buffalo, N 


y. Y., have just appointed 
Charles S. Durkee as Western District sales manager in 
charge of the sales in the West and Southwest, with 
offices and warehouse at 117 North Jefferson street, Chi- 
cago. Mr. Durkee has been with the Williams organiza- 
tion for eighteen years and for the past two years was in 
charge of its Central sales district with headquarters at 
Buffalo. 
CABRANETTE CORPORATION APPOINTS 
REPRESENTATIVES 

The Cabranette Corporation, of Chicago, has appointed 
Howard J as general Pacific Coast representa- 
tive 848 Traction avenue, Los An- 
Francisco, Portland, 
will be in charge of 
Minna street. James 
Griggs will have charge of the branch in Portland, Ore., 
located at North Twentieth C. Hagen, 
2 Lane building, will be in charge of the branch in Hono- 
lulu. 


Lambert 
with headquarters at 
Calif., and branches in San 
Honolulu. H. W. Moore 
branch at 223 


geles, 


Ore., and 


the San Francisco 


street, and A. 
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GREATER NEW YORK SALESMEN’S SMOKER 


A number of members and guests of the Associa- 


tion of Plumbing and Heating Salesmen of Greater New 
York enjoyed a smoker at the Lion D’Or Restaurant, 


61 West 24th street, New York City, on Thursday, March 
19. John H. Taylor, vice-president, presided, in the ab- 
sence of C. P. Barth, president. W. E. Krueger, secretary, 
acted as master of ceremonies, and kept the crowd in good 
humor during and after dinner with his keen wit. 

Among the guests of the New York Association was a 
delegation from the Northern New Jersey Plumbing and 
Heating Salesmen, headed by Edw. J. Bredehoft, president, 
Harry J. Homer, vice-president, and Ray D. Condit, treas- 


urer, 
Early in the evening, John Taylor made it plain that 
the evening was not in the slightest degree to be con- 


sidered a formal meeting, and that anyone who got up to 
make a speech would be decidedly ‘out of order.’”’ His own 
talk was very short, and was largely devoted to praising 


W. E. Krueger, whose tireless energy was responsible 
for the affair, from hiring the banquet room to securing 
the entertainment, which was greatly enjoyed by all 


present. 

At Mr. Krueger’s urgent insistence, Oscar Mankiewicz, 
of the Peerless Mfg. & Supply Co., was finally prevailed 
of his famous songs, which were 
enthusiasm. 

Announcement that nomination of new of- 
ficers for the coming year would be held at the April 
meeting, and election of officers at the May meeting. 


several 
marked 


sing 
with 


upon to 
received 


was made 


ANNUAL MEETING AND BANQUET OF THE HEATING 
AND VENTILATING GOLF ASSOCIATION 

In response to an announcement broadcasted by R. C. 
tolsinger, secretary and treasurer, the Heating and 
Ventilating Golf Association of Philadephia, Pa., turned 
out en masse Juesday evening, March 24, to attend the 
annual banquet, at McAllister’s Restaurant, 1811 Spring 
Garden st., Philadelphia, for the purpose of electing new 
officers and planning coming meets. Retiring President 
Chas. Stewart opened the meeting after dinner, with the 
request that all present stand and bow their heads for a 
moment in memory of Geo. C. Gray, deceased during the 
past The president was requested to send Mrs. 
Gray a letter of condolence. 

Election of new officers 


year. 


followed, with the following 
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: ON NEW WORK OR OLD 
ch 
wi On new heating jobs, whether they are vapor, vacuum or pres- 
il sure, the use of a Lytton Thermo Syphan Trap is positive protection 
ms for both you and your customer against imperfect and unsatisfactory 
service. 
nd It automatically collects and discharges into the boiler, all condensa- 
at, tion throughout the system, just as fast as it forms, irrespective of the 
a pressure or vacuum in the boiler. All air and non-condensable gases 
are released without loss of vapor. 
at 
n- 
: The Thermo Syphon Tra 
vn P P 
ng has been used with great success on old fashioned pressure systems. 
le It never fails to increase the eficiency and reduce fuel consumption. 
ng Remember this point when you have a customer who will not stand the 
ull expense of a new installation. 
There is no cost for operation and pumps, boiler-pits, receivers and 
- relief tanks are unnecessary. It — hammering caused by water 
ed logged or air bound radiators, cracked or burned boilers, and makes 
= the circulation positiv e and rapid. 
f- , Bulletin No. 16 describes this remark- 
ril able piece of equipment in detail 
Every heating man should have a 
copy. Write us today. 2 EE IT PTE TERNS) 
S 
G as ‘ . se | 
5 : “aes rea) v ary | 
| _" — — 
c ts HL “y ea ae 
nd 1 Sorwen | 
ed . — peeees 3 en 
he | Pn 
: LYTTON TN galas 
on , re mem Cmts wet | Corr ” > 
nt Manufacturing Corp. st | 
he , * 116 
a Trap Specialists eas {eenee 
he . a ee : 
S, Franklin, Virginia Proper application of trap to any type of heating system 
1g 
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Laboratories, I+ 


Sure, instant relief 


is the Model No 
nstant relief at 30 pounds pressure, pre 
sections and other ruptures 


The safe relief 
Red Top. Ite 
venting cracked boi 
Plumbing contractors are making the Red Top the basis of many 
effix tank in-basement “‘closed’’ hot water heating systems 
The economies effected by these systems are popular with owner 
and plumber alike 
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IMPROVED 


New Model ‘‘R’’ 
Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER. This device 
will insure you against the annoyance 
and expense of a flooded basement 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
for your building, installed complete, 
is 





More Efficient 
More Economical 
More Reliable 
More Durable 


More Compact 


You'll be surprised at the extra busi- 
ness you can create by this simple 
method 
More Powerful " : 

our jobber can su you 
More Accessible a rev 7 


vountnseeans Penberthy Injector Co. 


Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windsor, Ont. 


~ Poesetl — 
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NGINEERING April 4, 192 
results: Wm. P. Kerr, president; Wm. Robelen, vice- 
president; J. S. Hemphill, second vice-president; R. C 
Jolsinger, secretary and treasurer (re-elected), and W 


P new board of governors in 


Savill, C. W. Wanger, Geo 


Culbert, captain. The 
cludes C. P. Hackett, R. G. 
Cappel, and C. G. Williams. 

President Kerr took the chair at this juncture, and ex 
his thanks for the honor conferred upon him 
Short talks were made by Wm. Robelen, J. S. Hemphill, 
Cc. W. Wanger, H. J. Kleinman, and Chas. Haines. 

The subject of tournaments was discussed in consider- 
able detail, Lenwood Country Club at Atlantic 
City, N. J., upon as the scene of the first 
meet, which will be held on April 22. The secretary was 
reservations for the members at this 


pressed 


and the 
was decided 


empowered to make 
meet. 

remaining tournaments 
during May meet at Llanarch, 
June meet at the Manufacturers’ Club, July meet at Green 
Valley Country Club, August meet at Aronomink Country 


The proposed schedule for the 


the season is as follows: 


Club, September meet at Whitemarsh Country Club, Oc- 
tober meet at North Hills Country Club, and November 
meet at Pine Valley. 
ANNUAL MEETING OF EASTERN TRADE GOLF 
ASSOCIATION 
Notice has just been received that the Eastern Trade 


meeting, April 8, 
New York City. Luncheon will be 
served at 12:30 p Officers will make reports and 
the annual election held. Changes in the con- 
stitution and by-laws to bring them up to date will be 


Golf Association will hold its annual 
at the Hotel Astor, 
m. 
will be 


voted upon 

DURO PUMP & MFG. CO."S SALES CONVENTION 

Forty branch managers of the Duro Pump & Manufac- 
held a sales convention at the company’s gen- 
offices and works in Dayton, Ohio, on Monday and 
Tuesday, March 30 and 31. Every section of the United 
States and Canada was represented. The main purpose 
of the convention was to give the district managers first 
hand information about new products which the company 
will soon place on the market. The winners of the Duro 
Goodfellowship Congress offices have just been announced, 


turing Co. 
eral 


the highest honors going to E. H. Schaefer and M. A. 
Martin 
KLINE SUPPLY HOUSE BOWLING LEAGUE 
By winning three straight from the City team, the 


“Country” recently stepped into the lead in the M. L. Kline 


bowling league of Portland, Ore. “East Side, which 
held the lead for some time, lost two games to the 
Office crew and slipped into second place. §. Schade 
rolled the highest total with 529, and Ed. Kline was 
second with 485 Leinweber had high game with 215 
and Schade with 205 had second high. Next games 
scheduled are East Side vs. City, and Office vs. Country. 


The standing of the teams is as follows: 





Games Won Lost Average Total Pins 
Country 72 41 31 .569 55,723 
Fast Side 72 40 32 .655 55,953 
Office 72 32 40 445 54,096 
‘ity 72 31 41 431 54,378 


Two five man bowling teams, four double teams, and 
fifteen singles of the M. L. Kline bowling league of 
Portland, Ore., are entered in the Handicap City Tourna- 


ment which will be rolled on the Oregon Alleys from 
April 13 to 19. 

The baseball schedule for 1925 has been announced as 
follows: April 15 and 25, and May 2, 9 and 16. Teams 


have not yet been chosen, but will be announced shortly 
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Concealed Bath Fixtures 
Win by Comparison 


=: I : 


= “ " ys * f 
= heh. ‘ 
5 a a a i Ss a ee 


Concealed Bi-transit Bath Waste and Supply for 


é Built-in Tubs 
5 No. 3000—}4" I. P. Female Thread. No. 3001—1}4 "I. P. Male Thread 














HE selection of I & M concealed bath 

fixtures are made by master plumbers 
everywhere, only after careful comparison has 
been made and I & M products win out by 
merit and quality alone. 


I & M Concealed Bath Fixtures are a boon to 
the Journeyman, for their ease of installation 
and high class appearance are assurance of a 
neat job. 


Concealed Bi-transit Bath Waste 
and Supply for Built-in Tubs 


Made in two styles with male or female 1!%4-inch 
I. P. Thread without shower attachment. Provided 
with 2-inch standpipe with 1!4-inch outlet, and heavy 
bottom strainer, polished and nickeled. Fitted with 
14-inch valves. Center to center of valves, 11-inch 
Waste end of tee furnished with 1!»5-inch I. P. thread. 
Top nozzle supply polished and nickeled, which is part 
of the equipment, is tapped for hose nozzle. Equip 
ment with four arm china in handles and china 
escutcheons. 


Overrim Tub Filler 


Fitted with 15-inch valves. Center to center of valves 
8 inches. Provided with 4-inch cast flanged spout 
threaded for hose nozzle, polished and nickel plated. 
Equipped with four arm china index handles and 
china escutcheons. Made for use in combination with 
our Nos. 113, 115, 122 or 124 C. W. & O. 


If you have not seen these numbers order 
a sample from your jobber and use it on 
your next job You'll be pleased with the 
quality and the ease of installation 


The Ireland & Matthews Mfg. Co. 


Manufacturers of Quality Products 
or over 35 Years 


DETROIT, MICHIGAN 


Representatives 


R. C. Wilson—-5 East 42nd St., New York, N. Y 
W. D. Armstrong——Hotel Morrison, Chicago, Il 
R. Collings—305 Prospect Fourth Bldg., Cleveland, Ohio 
Wm. P. Horn Co Rialto Bidg., San Francisco, Cal 
D. D. Staab-—739 Hale Ave., Edwardsville, Ill 
P. C. Abbott Co., Richmond, Va 
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Are you getting your share of 
the thousands of No.1 Buck- 
wheat Coal Burning Heaters 
that are being installed ....? 
The Spencer is used in more 
of these jobs than any other 
heater, and the makers will 
help you to the fullest extent 
in getting and handling this 
very profitable business.... 








Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 


A size and type for every purpose S- Sold only through heating contractors 


== 


iaecetnaiadl 


STANDARD HEATER COMPANY Genera wi * WILLIAMSPORT, PA. 


New York City Bos hiladelphia Baltimore Buffalo Rocheste Lancaster Washin 











——— 





















Personal Mention 


D. E. Kennedy, inanager of the Chicago branch of the 
\merican Radiator Co., returned on March 20 to his 


office, 816 to 820 South Michigan avenue, Chicago, after | 
spending three weeks in a Chicago hospital. About the | 


first of the month Mr. Kennedy was attacked suddenly 
in the middle of the night by appendicitis. He was 
rushed to a hospital and the operation performed that 
same night. His many friends will be glad to learn 
that he is on the road back to health 


Homer Addams, president of the Fitzgibbons Boiler 
Co., Oswego, N. Y., was the guest of honor and principal 
speaker at the annual dinner of the Oswego, N. Y., 
Chamber of Commerce on March 20th, and on that occa- 
sion announced plans for an enlargement of the Fitzgib- 
bons plant. Construction of the first unit will be started 
at once. The increased manufacturing facilities will 
double the plant's present capacity 

George Salzman, Jr., seere 
tary of the D. L. Hamill Co., 
Buffalo, N. Y., recently com- 


with this company. Employes 
of the D. L. Hamill Co. sur 
prised him with a dinner in 


event. A beautiful ‘Lord 
Elgin Corsican Model’ gold 
watch was presented by Pres- 


of the company. The watch 
Was engraved as_ follows 
“Presented to George Salz- 





= man, Jr., in appreciation of 
thirty: years’ faithful service 
with The D. L. Hamill Com- 
pany, 1895, March 4th, 1925. 


George Salzman, Jr. 


W. H. Young has been appointed sales director of the 
Monarch Engineering Co., of Dayton, Ohio. 

Martin Doerr, manufacturers’ agent of San Francisco, 
Calif., has been appointed Pacific Coast representative for 
the Built-Well Mfg. Co., of Chicago. 

J. Loyd Logsdon, of the San Francisco, Calif., branch 
of the Mueller Co., together with his wife and son is on 
a motor trip through southern California. 

W. M. Wuesthoff, manufacturers’ agent of San Fran- 
cisco, Calit., has been appointed Pacific Coast representa- 
tive for the New Metal Products Co., of Emeryville, Calif. 

Winfred M. Hall, of the American Pin Company, Divi- 


sion the Scovill Manufacturing Corporation, is now lo-”* 


cated in the new Chamber of Commerce building, 80 
Federal street, Boston. 

Albert Helfrich, after seventeen years as city salesman 
with Nason Mfg. Co., 71 Beekman street, New York City, 
has severed his connection there, and will in the future 
travel for the White Plains, N. Y., branch of the United 
Plumbers’ Supply Co. of New York City. 

Don Munro, formerly a member of the firm of Jacobsen- 
Munro, 1 Front street, Portland, has become associated 
with the Bingham Pump Company, East Ninth and Haw- 
thorne avenue, Portland, Ore. 

J. C. Johnson, president of the S. T. Johnson Co., 
Oakland, Calif., has left for a two months’ trip to eastern 
cities. 


William J. Olvany, of 100 Charles street, New York City, 


pleted thirty years’ service 


his honor in celebration of the | 


ident D. L. Hamill on behalf | 








president of the New York Chapter of the American So- 
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A SINGLE PIPE 
VAPOR SYSTEM 


At Low Cost! 





Any Steam Heating System can be 
changed to aVapor System, easily, 
quickly, and at a small expense. 


Our Vapor Booklet tells the story— 


Send for a copy. 


GORTON & LIDGERWOOD CO. 
96 Liberty Street, New York 


Cc. W. BEDELL DUANE L. BLISS, Jr. JOHN H. DODD 
73 Congress Street Rialte Buildin 1508 N. Haskell Avenue 


Boston, Mase. San Francisco, Cal. Dallas, Texas 
H. M. GASSMAN CHAS, A. MANN WM. G. MOORMAN 
513 N. 2iet Street 156 N. Clark Street 325 ElMecott Payere 
Birmingham, Ale. Chicago, Ill. Bu@ale, N. Y. 
J. £. PERKINS CO. 
113 E. Franklin St., 
Baltimore, Md. 














‘*His work is very good’”’ | 


Nothing can take the place of a good 
word spoken for you by a satisfied cus- 
tomer. ‘‘His work is very good,”’ means 
new business for you when the subjects | 
of plumbing and heating are brought up 


Good opinions must be earned, and much 
depends on the equipment. And, in 
keeping the customers well satisfied, valve 
performance plays an important part. } 


You can feel sure of a genuine Jenkins 
Valve—sure that it will give maximum 
service, sure that it will withstand the 
many severe strains caused by pipe ex 
panding or contracting and lifting or 
settling. The Jenkins ‘‘Diamond’’ tells 
you that the valve bearmg it has been 
carefully made from =  analyses-proved 
metals, and has been tested to allow a 
wide margin of safety. 


To satisfy yourself and your customers, 
see that only genuine Jenkins are used 
Obtainable for practically every plumb 
ing and heating requirement. 





Fig. 106, screwed, Stan- 


dard Bronze Globe 
Valve JENKINS BROS. 
80 White Street. . .. New York, N.Y 
524 Atlantic Avenuc.. Boston, Mass. 
133 No. Seventh Street. Philadelphia, Pa. 
646 Washington Boulevard. . Chicago, Il 


JENKINS BROS., LTD 


Montreal, Canada London, England 








Always marked with the” Diamond" 


enkins Valves 


SINCE 1664 





—e 
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pen SEP RT | ciety of Heating and Ventilating Engineers, has just re 
'| | turned from a two months’ vacation with his family in 
Palm Beach. He showed up just in time to preside over 
the March meeting, and is the proud possessor of a ‘‘mil 
| lion-dollar’’ tan 










Michael Howard, manufacturers’ agent of San Fran 
cisco, has returned from a month’s trip through the 
Pacific Northwest 


“Q-E” Perfect Ball-Check 
| Water Seal Union Elbow 
| with Adjustable Air Vent. 


C. O. Lippy, who formerly covered New York City and 





This is the second of the Brooklyn for Thomas Maddock’s Sons Co., of Trenton, 
three simple fittings that N. J., will represent the company in Michigan, Indiana, 
make - oe = — heat- Kentucky, the southern part of Illinois, and Toledo, Ohio 
ae cti nat none the Mr. Lippy, who will make his headquarters in Detroit, 
pr mes 00 which hon a Mich., has been connected with this company for the last 
perfect water seal holding the four years. 

vapes inside the radiator and Richard A. Dunscomb has joined the sales department 
eae ae aaa, ane |] | of the Wolff Mfe. Corp., Chicago, and will be in charge 
it never fails to perform its of sales promotion. He has been associated with The 
duty automatically and noise- Architectural Record in the advertising department for 
lessly. The water seal WILL sixteen years. 

NOT BLOW OUT because it Dieta C Wii oe a oe — 

is balanced through the vent. souis C, Walters, of Seattle, has been appointed to 


represent the Pacific Faucet Mfg. Co., of Los Angeles, 
in the states of Oregon and Washington. 


All working parts are outside 
of radiator and connection 
can be made without any spe- 
cial tappings. 


Write us for booklet “‘A’’ which 
telle the whole “O-E”’’ story. 





Harry Allison, for many years connected with the Mark- 
Lally Co., of San Francisco, Calif., has accepted a posi- 
tion with the M. Stulsaft Co., of that city. 

° Harry LaCroix, of W. A. Buerkle Sales Co., 351 Atlantic 
0-E Specialty Mfg. Co., | avenue, Brooklyn, N. Y., is back at his activities after 


10 Keefe Avenue | several weeks’ illness. 


Milwaukee Wisconsin Paul T. Farrell has been named assistant general pur- 
chasing agent of the Youngstown Sheet & Tube Co., 
Youngstown, succeeding C. A. Ilgenfritz, resigned to be- 
come purchasing agent at Canton of the United Alloy 
Steel Co. Mr. Farrell has been in the purchasing depart- 
ment for a number of years. 


New Trade Literature 


Gorton & Lidgerwood Co.’s Folder 
Gorton & Lidgerwood Co., of New York City, has is- 
sued a leaflet showing various appliances used in con- 
nection with the company’s vapor heating system. A 
djagram shows circuit main system of piping. 
































Check off these 
nine points — 


Full waterway 

Full openin 

Extra pipe clearance. 
Broad faced seat. 
Packing nut. 

Encased disc. 

Gasket under bonnet. 
External type bonnet. 
All parts accurately 
machined and tested. 


The Cabranette Medicine Case 

The Cabranette Medicine Case is the subject of a folder 
just issued by the Cabranette Corporation, of Chicago. 
Several pictures show the white porcelain enameled medi- 
cine case installed in a modern all-white bathroom. The 
combination tumbler holder, soap dish and tooth brush 
holder is also illustrated. 

Bridgeport Data Book 

Data Book No. 16, just issued by the Bridgeport Brass 
Company, of Bridgeport, Conn., contains many tables and 
much useful information on the subject of sheet brass, 
brass rod, wire, condenser tubes and seamless brass and 
copper tubes. Tables of prices, weights, tempers, etc., 
are included in the forty-eight pages which make up this 
booklet. 
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Hammond Compression 


Stop and Waste Valve 


In offering this valve to the plumbing trade, 
we feel we have just about gone the limit in 
value giving. It is a really high grade article, 
in both material and construction —the kind of 
a valve that every conscientious master 
plumber wants to use—and the price is reason- 
able. Brass Pipe Plumbing 

The Copper & Brass Research Association, of New 
York City, is sending out a pamphlet which explains the 
merits of brass pipe. The booklet contains a number 
of illustrations showing modern bathrooms and laun- 
dries, and buildings equipped with brass piping. 


Most Jobbers Can Supply You. 
If Yours Can't, Write Us at Once. 


Hammond Brass Works 


Hammond, Indiana Hoffman Valves 


A standard size catalog just issued by the Hoffman 
Specialty Co., of Waterbury, Conn., is devoted to de- 
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“My Star Salesman Pays for the 
Privilege of Working for Me” 


How His Good Judgment Sweetened His Plumbing Profits Over the 

Past Thirteen Years, and Put a Star Salesman to Work for Him at 

No Additional Cost, is Told in the Following Article by Stephen 
Miller, Live - wire Plumbing Dealer in the Hoosier State. 


TEPHEN MILLER, plumbing dealer of Crawfordsville, Indiana, has always been 
known as a man of ideas and vision in business. Consequently, he was one of the kind 
who, years ago, saw the future to the private water system business, at that time new and 


still in its swaddling clothes. 
Saw Its Possibilities 


“Running water in every home in Mont- 
gomery County. That’s my goal. And 
running water will mean outlets for it to 
run to. And outlets will mean bathroom 
fixtures, and kitchen fixtures and sta- 
tionary tubs and—say, here is an oppor- 
tunity,’ said Mr. Miller to himself as he 
pictured its possibilities. 


Made a Wise Choice 
“I concluded right at the start that the 
pump was the main thing—that it would 
have to be right, so I investigated thor- 
oughly before I tied up, and I have in- 
vestigated every new pump on the market 
since then, and I am more convinced than 
ever that I was right in my choice. 
“No pump on the market today can come 
up to the “Dayton” in simplicity and 
dependability. It has more selling points 
to the pound than any I’ve seen. And 
furthermore, these selling points have 
meant sales. The Dayton Line has been 
a source of continual profits ever since I 
took it on in 1912. There has been no 
let up in good season or bad. 


A Profitable Salesman 


“Those blamed pumps are salesmen in 
themselves. Besides the profit on every 
pump I sell, along come the profits from 
the bathroom and other fixtures which 
the pumps sell for me. This business 
amounts to about 75°, of my total 
pump business. And besides, every 
pump I install out here means an- 
other pump sale. There’s nothing like 


a satisfied customer, you know. So the 





‘“‘DAYTON”’ itself is my star salesman, 
and it’s paying for the privilege of work- 
ing for me. 

‘‘Water systems provide a good means of 
getting ‘‘inside business’ during the 
Winter months, but I have for several 
years considered them a staple line, profit- 
able twelve months in the year, and de- 
serving continuous attention. Conse- 
quently, I make no special drive in any 
particular season other than following up 
prospects who have shown an interest. 
The Dayton Selling Plan, too, helps a lot 
in creating pump prospects which in- 
variably result in some sales and which 
possibly otherwise would never have been 
closed. So you see,” says Mr. Miller, 
“I’m pretty strong for the water system 
business, possibly because I picked the 
right one to sell.’ 


A Profitable Line 


Most ‘Dayton’’ representatives are 
equally enthusiastic. Behind the com- 
plete DAYTON Line are sixteen years’ 
experience and a written guarantee of 
satisfaction by its makers—the pioneers 
in the business. With neat appearance, 
dependable construction that assures a 
minimum of attention and servicing, a 
ready-made, proven sales plan, and liberal 
discounts, DAYTON Water Systems prove 
an important factor in the profits of 
those who sell them. 

The newest model of the DAYTON 
Complete Line—the DAYTON 
“‘Cub’’——opens up an entirely new field 
of water system prospects that can be 
turned into sales and profits immediately. 


Mail the attached coupon today for complete information, prices, discounts 
and full details of the DAYTON Selling Plan. Let us tell you how you can profit 
from the water system business in your territory without it costing you a cent. 


The Dayton Pump & Mfg. Co. - 


‘Dayton 


Dayton, Ohio 


ps 


© Make ‘the water do the running 





The Wew 
DAYTON “CUB” 


$8 00 


LIST 


This new model DAYTON is enabling 
dealers to cash in on the big waiting market 
of water system prospects of moderate 
means—those who have been denied a 
dependable pump in the past because of 
price. 

Although the “Cub” was added to the 
DAYTON complete line to place a re- 
liable water system within reach of the 
most modest home owner, the demand for 
it has exceeded expectations. Hundreds 
are already giving service throughout the 
country. 

Truly a “DAYTON” in every sense of 
the word—backed by the standard 
written guarantee—and with a capacity 
of 200 gallons per hour, it is easily the 
outstanding value on the market. 

The ‘‘Cub” is backed by sixteen years’ 
experience in the manufacture of private 
water systems. It has no equal at its 
price for long life, satisfactory service and 
freedom from trouble. 

There is a complete line of DAYTON 
Water Systems with capacities from 160 
to 3,000 gallons per hour. No matter 
what the requirements, thereisa DAYTON 
to fill it. 

Our policy has always been one of liberal 
trade discount and thorough co-operation 
with the plumbing trade. Write today 
for information regarding our complete 
line, prices, discounts, policies and the 


DAYTON SELLING PLAN. 
MAIL THE COUPON 


below atonce. Let us give you complete de- 
tails, prices and discounts on the new 
DAYTON ‘‘Cub,”” the DAYTON Complete 
Line and tell how you can test the Dayton 
Proposition without it costing you a cent. 
There is no obliga- 
tion. Pin the coupon 
to your letterhead 
and mail today. 






Send at once com- 
plete details regard- 
ing the DAYTON 
line, prices, dis- 
counts, and SELL- 
ING PLAN. 


Name. 





Street and No 
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Pioneer in Casting 


17 Years’ Experience 


Ihe first successful method of casting model pottery for efficient production 
vitreous china closet bowls and tanks 
was developed by C. J. Kirk, President of 
the Universal Sanitary Manufacturing 
Company, in his New Castle plant shown 


apove. 


Having pioneered the casting of sani- 
tary pottery —having built the first 
tunnel kiln used in the industry— having 
installed the first successful humidity 
drier — having originated the idea of 
. lhe Cambridge Sanitary Mfg. Co. matched designs in ‘‘Colonial’’ Combin- 
shown below, also affiliated with this ations and Lavatories—this Company 
(Company, is known in the industry as a_ takes a just pride in its accomplishments. 








WW rite today for booklet of ‘Colonial China Combinations and Lavatories 
> - UNIVERSAL SANITARY MFG. CO. 
» NEW CASTLE PENNSYLVANIA 
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scriptions and illustrations of Hoffman valves, controlled 
heat and vapor equipment. A diagram shows typical 
installations of the company’s specialties 
Bennett Fittings 
Catalog “C.’’ just off the press, published by the Sacket 


Foundry Company, of Los Angeles, Calif., describes the 


company’s line of Bennett adjustable drainage and soil 
fittings for wall hung water closets. Specifications and 
diagrams for various types of fittings are given, as well 
as a list of schools and other large buildings equipped 
with Bennett adjustable fittings. 
Economy Cutting and Welding Equipment 

Economy Welding Machine Co., of Kansas City, Mo., 
has issued a thirty-six page catalog illustrating welding 
and cutting equipment. Torches of various sizes, cut- 
ting and welding outfits, generators and regulators are 
listed. 

Portable Electric Tools 

Black & Decker Mfg. Co., of Towson, Md., has issued 
a catalog comprising thirty-two pages printed on highly 
glazed paper. Portable electric drills, heavy duty post 
and bench drill stands, attachments for electric drills, 
and electric screw drivers, socket wrenches and grinders 
are illustrated and described in detail. 

B. O. T. Mfg. Co.'s Catalog 
Catalog G, issued by the B. O. T. Mfg. Co., of Trenton, 


N. J., lists the various styles of water closets manufac- | 


tured by this company. A section is devoted to plumb- 
ers’ woodwork and shows many types of water closet 
seats, in white, oak and mahogany. Many illustrations 
are given and diagrams of roughing-in measurements ac- 
company the descriptions. Several full-page cross-section 
views are included. 
Homestead Valves 
Valves of many kinds are listed in Catalog No. 32 
just issued by the Homestead Valve Manufacturing Com- 
pany, of Homestead, Pa. Homestead-protected seat globe, 
angle, check and operating valves are among those in- 
cluded. The catalog also contains descriptions of valve 
metals, a telegraph code and information as to trade 
customs. 
Bathroom Mirrors and Cabinets 
Conant Bros. Company, of Somerville, Mass., has just 
issued Catalog F, setting forth its line of bathroom mir 
rors, cabinets and fixtures. Bathroom chairs, stools, 
towel hampers, towel racks and other accessories are 
also illustrated. An interesting feature of the catalog is 
a page containing illustrations showing how the com- 
pany’s goods may be displayed in an attractive manner. 
Kitchen Katch-All 
A sanitary receptacle for kitchen refuse is described 
in an envelope stuffer being distributed by the Ohio Metal 
Utensil Co., of Cleveland, Ohio. This Katch-All may be 
clamped to the waste pipe of the kitchen sink and is 
made of aluminum, consisting of an inner and outer 
receptacle with close-fitting lid. 
Forged Steel Pipe Flanges 
American Spiral Pipe Works, of Chicago, has issued a 
catalog listing its forged steel pipe flanges. The catalog 
contains eighty-six pages, 814% by 11 inches, and is printed 
on highly glazed paper. Many tables and cross section 
views of flanges, joints and nozzles are included in the 
catalog. New standard facings, seamless rolled steel rings 
and corrugated furnaces are also listed. 
Mercoid Control 
The No. 848 Industrial Type Mercoid Control is the 
subject of a circular being distributed by the American 
Radiator Company, of Buffalo, N. Y. These controls have 
a wide application in oil burning and refrigeration fields, 























ENTERPRISE BRASS 


MUSKEGON 
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Rundle sinks are a convenient height, easy to 
work at. All the water drains off the bottom 
when the sink is properly installed. The backs 
of Rundle sinks fit closely against the wall. 
They're accurately designed, make a neat 
installation. 


Careful designing, flawless beauty and great 
durability are all a part of the fine Rundle 
quality. The good quality of our merchandise 
and the good will of our trade have built our 
business. 


If you don't know the name of the jobber near 
you who handles the Rundle line, write us 


Ask for the new Rundle Catalog 


Rundle Manufacturing Company 
Milwaukee, Wis. 


RUNDLE 


Piumbers’ Sanitary Enameled Ware and Fittings 





ENTERPRISE 
PLUMBING 
BRASS GOODS 


Y ) 


are just honestly made, hon- 
estly priced merchandise that 
cannot be surpassed in dollar 
for dollar value. 


Their mechanical construction 
is such that has proven its cor- 
rectness by the test of actual 
service Over many years. 


When you buy basin, bath or 
sink cocks, think of Enterprise 
first-—-you always get your mon- 
> ,? y 

ey’s worth and then some. 


Buy them thru your jobber 


WORKS 
MICHIGAN 
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Backed by thirty- 
seven years of 
manufacturing 
experience 


The Ohio Brass Co. 


Mansfield, Ohio 
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WATER HEATERS 


are hot stuff. And they are built | 
of steel in the the same fine manner 
as the famous Kewanee Boilers 


KEWANEE BoILER COMPANY 


Kewanee, Ill. 

















YICHMOND 


PRODUCT... 
“THE HUSKY BABY” 


(Richmond Adjustable Stand) 


The ideal boiler stand to stock in quantities 
Strong—will support two or three times the 
weight of any range boiler Adjustable 
takes 30 or 40-gallon tank. Compact 
knocks down for storage and shipment 
Profitable — Priced low and sells fast. W hat more 
could you ask? Jobbers—-ask for prices 


RICH D 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 





"A- DEPENDABLE ‘SOURCE OF SUPPLY’ 
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as well as in temperature and pressure control. A series 

of small blue print drawings shows applications of these 

controls 

Standard Sanitary Manufacturing Company's Wall Hanger 
A wall hanger containing a colored illustration of a 


| small girl just stepping into her bath is being distributed 


the 
Pittsburgh, 


Standard 
Pa. 
National Trade Extension Bureau Poster and Booklets 

The National Trade Extension Bureau, of Evansville, 
Ind., is sending out a poster urging people to vote for 
sewers against flies and making use of the govern- 
literature directed the house fly. The 
Bureau has also published two booklets along this line- 
one entitled ‘‘Disease Devils,’’ showing how sewers chase 
disease devils out of the town, and a second, ‘‘Sometown,”’ 
showing the advantages of sanitary sewers. 


by of 


inches in size. 


Sanitary Manufacturing Company, 
The hanger is 20 by 27 


as 


ment’s against 


Apex Co2 Instruments 
Bulletins 118 and 118A, just issued by the Uehling In- 
strument Paterson, N. J., contain detailed de- 
scriptions of the Apex CO2 Recorder and the Apex Pneu- 
CO: Meter. 


New Equipment 


NEW STEAM AND HOT WATER UNIT HEATER 

A manufacturer has combined several interesting fea- 
tures in a new heater which has recently been put on 
the market. Some of the features claimed besides light 
weight and a spe- 
cial fan device for 


Co., oF 


matte 


insuring efficient 
air distribu- 
tion, are non-cor- 


rosive construc- 
tion, rigidity, com- 
pactness, high 
transmission 
capacity, and ease | 
and economy in 
installation. 
A series of | 
tubes, the | 
unit casing and | 
the fan and motor 
constitute the 
parts. 


tubes 


heater 





component 

The heater 
of copper are 
wound with a cop- | 
per ribbon which 
is said to increase 
the 
rapid transmission 








affords 
A totally enclosed motor, 
having waste-packed bearings furnishes the motor power. 


radiating surface of the coils and thereby 


of the heat 


of 
casing 


idea of method attachment of the fan 
the be obtained by a 
glance at the accompanying illustration. The housing is 
of heavy galvanized die stamped to standard 
template, flanged and punched to facilitate assembly and 
installation. Supporting angles and baffles in the casing 
also prevent the air from by-passing between the headers 
or side tubes and the casing, thus insuring uniformly 
effective transmission over the entire surface. The space 
required by the use of this unit heater is small. Economy 
in installation has been obtained by standardizing the 
units, making them completely encased and ready for 
assembly and pipe connections. 


the 
heater 


A clear 


and motor to can 


steel, 
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ANGELO De Rosa, Utica, N. Y. 
Started as a plumber, steamfitter, heating 


October 9, 1923, took on the Oil- 
Q-Matic. Sold 50 burners in December, 
1923, winning first prize. Now selling be- 
tween $150,000 and $200,000 a year. 


engineer. 





R, E. Nicnovas, Oak Park, Ill 
Hardware man who started to sell Oil-O- 


Matics June 18, 1923. Sold 46 burners in 
April, 1924. Will sell $150,000 worth this 
year. 





How about service? 


Service, which has been the bugbear 
of 80 many oil burners, is licked in 
Oil-O-Matic. Actual tests show that 
it requires less servicing than a high 
grade electric washing machine. With 
60 Oil-O-Matics, running, R. C. 
Beverly Htg. Co. of Richmond, Va., 
had only 5 service calls in 56 days! 
Ou-O-Matic works. 


J 
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Brooklyn, 
dent. 


States 





volume 


Apri 


hese men 
are making 


Your town may still be open. 


no heating man can afford to pass by. 


None of these men were thinking of oil burners 
three years ago. But the amazing success of 
Oil-O-Matic made them realize the profit 
possibilities in the one oil burner that has 
actually solved the problem. 


Nearly 1,000 successful dealers 


DeRosa of Utica did not take on Oil-O-Matie 
blindly. He had a reputation and a big 
business that he could not afford to lose 
He made sure that Oil-O-Matic was right. 


The more critical you are in your investiga 
tion, the more sold you will be on Oil-O-Matic 


Men in more than 800 cities have built up a 
wonderful reputation and a very profitable 
business with Oil-O-Matic. They are selling 
more oil burners than any other group in the 
United States 

Not because 


they are all super-salesmen 


But because Oil-O-Matic is a super-burner. 
Proved for six years 
There are four natural laws of oil combustion 


W. W. Williams was the first to apply these to 
a domestic oil burner. But he used no one’s 
basement as a laboratory. No Oil-O-Matic 
was offered to the public until he proved it 
was right AT HIS OWN EXPENSE. That 
Was sIX years ago, and not one change in 
principle has ever been necessary. 


Oil-O-Matic is now in use in more than 
20,000 homes and buildings. All sizes, from 


- 


Spencer A, MERRILL 
St. Louis, Mo 
He 7 selling life insurance 
27, 1923, and started on 
Oil-O-Matic. His sales will run 
200,000 this year 


ul 


7 


A college graduate 
A heating engineer 
An insurance agent 


A hardware 


H. E, Witcias, 
> # 
Four years ago he was a stu- 
Today he is largest Oil- 
O-Matic dealer in the United 
$250,000 is his yearly 


man 


Jr 







real 


money 


If so, here’s an opportunity 
See coupon below. 


bungalows to 12-story office buildings. The 


field is unlimited 


We train you free 


The men we franchise are given free training in 
the principles of oil combustion and applied 
heating at the Williams Institute of Heat Re 
search. New classes are formed each month 
under the direction of graduate engineers 
Such training speeds sales, simplifies service 


We back up their local selling efforts with 
the largest national advertising campaign 
ever run on oil burners. 11 national maga 
zines, 35 big newspapers, 24 sheet posters, 
extraordinary booklets and sales helps. 


Get the facts NOW! 
Oil-O-Matie will give you a new conception 
of oil heating. Our plan will give you a new 
idea of What your time is worth. Even if your 
town is already covered with a dealer it will 
profit you to know that you can recommend 
Oil-O-Matic to your customers 


You may or may not be the man we want 
There may not be an opening in your town 
But send the coupon below for facts that you 
should have. There is no obligation. Fill it 
in and mail it today. 


This coupon may start you ina 
more profitable business 


wa nn ene nnn n nena ===] 
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DE45 § 
Williams Oil-O-Matic Heating Corp. 
Bloomington, III. 

I am interested in all the facts about Oil-O-Matic. 
Please send me Free and Postpaid a copy of your 
“New Facts About Oil Heating’’ and the details 
of your sales plan 


Name 
Address 


Business 
Ye seen se eS DD Ld 
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ORDINARY PIPE SCALE FREE PIPE 

















The /nside Story About Pipe 


ie the outside all pipe may look much alike-—but if you look inside it’s 
a different story. These are actual photographs and show what you will 
find if you examine ordinary butt-weld pipé and compare it with “NATIONAL” 
Seale Free Pipe. Note the patches of scale (which form on all butt-weld pipe 
skelp in the welding furnace) on the ordinary pipe at the left; then note the 
clean, smooth inside surface of the pipe on the right; this pipe was made by 


the “NATIONAL” SCALE FREE Process 


All “NATIONAL” Butt-weld Pipe (sizes 15 to 3-inch), in addition to being 
Spellerized (roll-knobbled), is made scale free. Advantages include—clean, 
smooth surfaces-—minimized friction losses—increased working capacity and 

resistance to corrosion, particularly in the form of pitting. Our Bulletin No. 7 
will give you more of the inside story about this pipe. Sent free upon request. 





NATIONAL TUBE COMPANY 
Frick Building, Pittsburgh, Pa. 
DISTRICT SALES OFFICES IN THE LARGER CITIES 


Only““NATIONAL”’ Pipe is Made by the SCALE FREE Process 
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CHICAGO 


The master plumber and the jobber 
place of prominence in plumbing and 
this week. The last few days have failed to bring much 
business on the market for the manufacturer. The situa- 
stocks in 


hold the 
activity 


again 
heating 


tion is still evidently one of present jobbers’ 
warehouses being adequate, and, in 
on order, still unreleased, being sufficient to take care of 


requirements as far ahead as they care to place them. 


many cases, goods 


As the building season advances to the point where 
the movement from jobbers’ stocks is increasing daily, 
it is apparent that a great many wholesalers’ orders, 
placed the latter part of last year and the first of this 
year, were of sufficient volume to meet their needs for 
at least well into the second quarter. Thus, in those 


cases, the resumption of activity by the master plumber 
must continue for some will affect the 
manufacturer’s business. 

But there are a great many jobbers in the Chicago ter 
ritory who did not plunge heavily when manufacturers 
were taking first quarter and first half 
year’s experience of volume without profit not only made 
them conservative, but even made it financially impossi- 
ble, in many cases, to tie up a great deal of capital in 
stocks until actual With the 
ing building activity, this business is now pending 
the manufacturer. 

Remodelling work for the master plumber and heating 
contractor is very active, the proximity of the moving 
season now bringing to its height such seasonal work. A 
great deal of apartment and residence work is being done. 
And there is a world of figuring and prospects. 


time before it 


business. Last 


needs were created. g£row- 


for 


It is true, though, that a big portion of the work 
thrown on the market since the first of the year for 
figuring is slow to reach the letting stage. Money is 


And much shopping around for 
It is unfortunately true, too, that 
this shopping around is resulting is low prices to the 
architects, general contractors and for through- 
out the Chicago trade there are work being 
taken at dangerously low figures. 

There is still some unemployment among journeymen 
fitters, there being more of the streets 
now, according to one information, than is 
usual at this time of year. The slack in employment of 
journeyman plumbers is being taken up rapidly,—-a sign 
that master plumbers are getting into the busy season. 

Soil Pipe 

The extent to which building has progressed is notice- 
in soil pipe the last few days. The 
larger sizes for underground work are in active demand. 
There is a fair amount of fill-in orders being placed 
with makers by jobbers right along, and the larger foun- 
dries report approximately 60 days’ business on their books. 
Specifications against contracts are coming through in good 
are deferred. Market 


holding up a lot of it. 
prices is being done. 


owners, 
reports of 


these men on 


source of 


able releases in 


volume. Deliveries somewhat 
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being ac 


business is 
off the 


prices have not changed, though 


cepted rather generally at 2% points present 
market. 
Steel Pipe 

The average tonnage going through the 
fairly quantity, but makers 
offered business to the extent that 
much of a back log to work against 
adequate for the demand from the master plumber and 
contractor. Mill deliveries satisfactorily 
Prices are firm and unchanged. 

Wrought Tron Pipe 

Out-of-stock business for makers of 
continues light this week, jobbers apparently being able to 
keeptheir holdings at a satisfactory level by occasional light 
fairly busi- 
the 
Chicago territory Mill 
stocks are ample, and deliveries to jobbers are prompt 
unchanged. 


mills on order 


is in steady are not being 


they can accumulate 


Jobbers’ stocks are 


heating are 


prompt. 


wrought iron pipe 


replacement orders. Mills are doing a active 


ness direct-to-job, several big building projects in 


requiring a substantial tonnage 
Prices are firm and 
Enameled Ware 

Jobbers generally full 
and, though demand from the master plumber is gather 
ing momentum, the new business being placed with manu 
facturers light for piece 
shipment, with a very conservative attitude being shown 


have stocks of enameled ware, 


averages Orders are mainly 


in specifying for future needs For the present, how 
ever, April 1 specifications with manufacturers are in 
good volume and May 1 specifications are fairly heavy 
Makers’ deliveries are satisfactorily prompt. Prices are 
firm and unchanged 
Pottery 

Master plumbers are releasing shipments against or 
ders and jobbers are beginning to move a good volume 
of staple items. A great many jobbers’ stocks, however, 
can withstand a good demand for some time, and their 
commitments with the potteries will keep their stocks 


filled well through the first half of the year. New buying, 


therefore, continues light this week Prices are un 
changed. 
Range Boilers 
Offerings of new business continue scarce this week 


though makers generally still have business booked await 


ing specifications. Factory stocks are ample. Deliveries 


are prompt. Prices remain unchanged. 


Plumbers’ Brass Goods 
Demand from the master plumber is improving con- 
stantly, and jobbers are meeting calls with prompt ship- 
ments from well-filled stocks. Little new business from 
the jobber is being offered the manufacturer, but fac- 
tory operations are at a maximum producing against 
specifications on stock orders. Makers’ deliveries are 
somewhat deferred. Prices are holding steady. 
Boilers and Radiators 
Makers have considerable business on order, but as 
yet little is rolling. Stocks at factories are complete. 


Deliveries can be made promptly. Prices are unchanged, 
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Steel Pipe Chart 


The accompanying chart shows the trend of 
base prices of steel pipe for that period. They have now 
held They were at their 
highest throughout 


of 1926 1921 


five-year 


firm and steady for two years 


during the time shown, most 


level, 
Adjustments 


numerous during and 


__ Steel Fipe 


were 
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1922, but they stabilized early in 1923, and have 


remained unchanged ever since 


a Tf 7 

NEW YORK 
While several lines report business in the 
metropolitan district, others do not 
ant outlook While jobbers’ stocks are spotty, they do 


not seem to confidence in the market to 
extent, but limit their 


were 


satisfactory 


show such a pleas- 


have sufficient 
replenish them to any very great 
commitments to orders for immediate needs 

Price cutting by jobbers is not quite so prevalent in a 
although it is still a 
Manufacturers of a few 
infected 


few lines, very great evil in many 


commodities 
to have 
the 
steady. 


commodities seem 
during 


become with the same disease 


week, and factory prices on a few articles are un 


Soil Pipe 
Very little change has taken place for this commodity, 


light 
prices 


Two foundries are re 
by 2% 


appeared 


requirements remaining 


ported to have lowered points, although 


new discount sheets have not Shipments are 


becoming fairly prompt 


Steel Pipe 


Steel pipe manufacturers continue to feel the lull in 
demand which has existed for some time Prices are 
firm and unchanged Prompt shipments are customary 


Wrought Iron Pipe 
this 
very 


continues, 
Mill 
accumulating at the mills, 


Dearth of demand for commodity still 


manufacturers reporting few orders prices 


remain unchanged Stocks are 
and, as a consequence, orders for prompt delivery can be 
satisfactorily filled 

Enameled Ware 
and, 
gratifying 
manufacturers. 


Jobbers 
specified 


are replenishing stocks also buying for 


volume of 
Factory 
points 


needs As a result, a 


being received by 
firm 
shading by 


business is 
evidence, however, 


Most 


prices are Considerable 


to price wholesalers items can be 
shipped promptly. 
Pottery 
A steady and satisfying demand 
in this territory. Makers’ prices are firm. 
ing is noticeable, however, among the jobbers. 
exception, manufacturers interviewed report 


to ship promptly. 


is making itself felt 
Price shad- 
With 


one ability 
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Range Boilers 
Conditions last reported still apply to this commodity 
A fair and steady demand continues. Manufacturers’ 
prices are unchanged. Shipments are usually satisfactor 
Plumbers’ Brass Goods 


Demand continues very light. Makers’ prices on tubu 
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lar brass goods have not changed. Instances of price 
shading are found in cast goods among both manufac- 
turers and jobbers. Deliveries are prompt. Factory 


stocks are good. 


Boilers and Radiators 


Most manufacturers state that the satisfying volume 
of business last reported continues. A few, however, 
report a slight falling off in demand for both boilers 


and radiation. Makers’ prices are firm and unchanged. 
Deliveries, in most instances, are satisfactorily prompt. 


PHILADELPHIA 


Although considerable building, particularly of small 
homes, is going on, in and about Philadelphia, the de 
mand is not reflected in a proportionate degree in orders 
received by manufacturers. It is, of course, unreason- 
able to expect that this type of operation should produce 
good volume in every line, but there is every indication 
that distinct lack of confidence in the market 
on the part of the jobbers. Very little business is being 
placed for the greater percentage 
of orders being intended for prompt delivery to specified 


there is a 
stock replacements, 


jobs 
Soil Pipe 


Demand, though fairly steady, remains rather light 


Prices are weak, in that business is being accepted in 
many instances at 2% points off the market. No new 
sheets have been issued, however. Deliveries are gen 
erally fairly prompt. 


Steel Pipe 
noted in this commodity. 
Shipments are prompt. 


No heavy requirements are 


Prices are firm and unchanged. 
Wrought Iron Pipe 
is reported since last week. 


Prices unchanged. 


A light de- 
Deliveries are 


No change 
mand is felt. are 
good. 

Enameled Ware 

A very satisfactory inflow of business is reported by 
manufacturers. Makers’ prices are firm. There is, how 
ever, considerable price cutting by jobbers. Shipments 
are reasonably prompt. 

Pottery 

A steady and satisfactory demand continues. Various 
building operations in this territory have reached the 
stage where pottery requirements must be placed, and a 
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KOHLER 


If it isa Kohler fixture, 
put your finger on the 
name in the enamel 
and tell your customer: 
se 

That means real enamel 
~there’s nothing finer.” 


Overheard in fine bathrooms 


It's more of a whisper than a 
shout, but thousands of people 
hear it every day... 


When they visit the homes of 


friends; when they stop at fine 
hotels or clubs. 

* * & 
It is the name “Kohler” fused 
into the snowy enamel of every 


Kohler fixture. 


Kohler Co., Founded 1873, Kohler, Wis. 
Manufacturers of Enameled Plumbing Ware and Automatic Electric Plants 


IN PR 


BRANCHES 


LERoFKOHLER 


Enameled Plumbing Ware 










OF THE NATIONAL 

TRADE EXTENSION BUREAU 
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It is the pride-mark which iden 
tifies exclusive quality and ex- 
ceptional value. 

& * & 
The name in the enamel is one 
of the many reasons why Kohle: 
Ware is a good line to sell. 


Whenever you show a Kohler 
fixture, it is there to establish 
confidence and make your selling 


Shipping Point, Sheboygan, Wis. 
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F ord One Ton Truck PRICE COMPLETE 
With New Stake Body toy A, Q 5 


Now you can buy a stake body mounted on the F. 0. B. DETROIT 
Ford TonChassis as one complete Ford unit. 


: : : : Sturdy all-steel frame. 
This new product combines wide trucking 


utility with the operating economy of the Puen ene epmaand want 


: : , : used for floors and rack boards. 

Ford Chassis. It is built for hard service. ‘ 
: Racks are in five sections and 

See it at the show rooms of your nearest when latched at corners and 


Authorized Ford Dealer. joints give you a body of 
extraordinary strength and 


durability. The racks areeasily | 


Kort 6G 
SPOrL LOLOr Om frany, removable to provide a plat- 
form truck. 


DETROIT 


Ford 
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good volume of orders has resulted. Prices from the | 


makers are unchanged. Prompt deliveries are custom- 


ary, although one manufacturer interviewed reports ship- | 


ments delayed. 
Range Boilers 

4 light, though fairly steady demand continues. Man- 
ufacturers’ prices are unchanged. Prompt shipments are 
general. 

Plumbers’ Brass Goods 

Manufacturers report a dearth of new buying, both for 
cast and tubular goods. Tubular prices have not changed, 
although an upward trend is indicated. Considerable 
price cutting is evidenced, both by manufacturers and 


jobbers, in cast brass goods. Deliveries are satisfactorily | 


prompt. 
Boilers and Radiators 
Demand for boilers and radiators has become increas- 
ingly quiet during the past few weeks, until it is now 
merely nominal in most instances. Manufacturers’ stocks 
are accumulating, and, with a few exceptions, shipments 
are prompt. Prices are unchanged. 


NEW ENGLAND 


Business was held back again this week, pending the 
decision of April 1 on the journeymen’s strike. Jobbers 
as well as manufacturers appear to have plenty of orders 
on their books, but jobbers especially are feeling the 
temporary slump in business and many deliveries that 
were scheduled to be released on April 1 were held up. 

That there will be good business during the summer 
seems assured from remarks made by architects, build- 
ers and banking men, but just when it will begin to 
show is now a question of time. Prices are holding well 
at firm levels generally. It is reported that in every 
line of manufacture of plumbing and heating products 
there is every indication for a good business year. Job- 
bers are carrying from good to heavy stocks and business 
entered for prompt delivery can be taken care of as 
desired. 

Soil Pipe 

Prices are unchanged. Stocks in jobbers’ hands are 
in good shape to take care of business. There is a 
steady though small movement which is causing replace- 
ment orders to be entered with foundries by the jobber. 

Steel Pipe 

No price change. Demand is fair at present. Jobbers 
are carrying well balanced stocks. Mills are accumulat- 
ing stocks and orders from jobbers are being cared for 
promptly, as a rule, 

Wrought Iron Pipe 

Little demand by the trade at present. Jobbers are 
carrying stocks of sufficient size and quantity to take 
care of all orders entered. Mills report a satisfactory 
amount of business on the books with some new business 
being entered. Prices have not changed. 

Enameled Ware 

There is a fair demand for this commodity, consider- 
ing conditions. Prices are unchanged. Manufacturers 
are still shipping against old business and will be for 
some time. Some new business is being entered by job- 
bers as demand by the trade exhausts stocks on hand. 

Pottery 

Potters have many orders on hand and are speeding 
up production in anticipation for the demand that is 
soon expected. Jobbers are carrying well balanced stocks 
and demand from the trade is steady, resulting in a 
satisfactory movement of goods at steady and firm prices, 
according to recent advices. 
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SCIENTIFIC COMBUSTION 


Water Heaters 


They are easy and profitable to 


sell because owners like the ‘“‘fire 2s 
brick ring” which keeps the fire @ 
alive. 


Weil-MLain Company 


Manufacturing Division Jobbing Division 
Michigan City, Indiana Chicago, —* 














Automatic Gas Water Heater 


Wet-nursing a second-rate 
water heater over the 
bumps to the junk pile is 
athanklessjobat best. You 
can save a lot of grief by 
selling him a Humphrey 
Automatic in the first 
place. 


Humphrey Company 
“ay (Div. Ruud Mfg. Co.) 
—s Kalamazoo - Michigan 
























f The Climax of 40 Years of 
Development in Automatic 
Heat Regulators 


The New Model 77 with 7-Jewel Clock, 
8-Day Thermostat! 


Write for description and price 


INNEAPOLIS 


Heart Recutator Co. 


Established 1885 


2801 Fourth Ave., So. Minneapolis,-Minn. 
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AN 
SAACO REPAIR PLATES 


For Soil Pipe 


No need to tear down and 
throw away a whole length 
of pipe just because there is 
a small hole init. Slip on 
a Saaco Repair Plate and 
the pipe is as good as new 
without any obstruction on 
the inside of the pipe. 










Order from your jobber. 


Sanitary Company of America 
| Linfield - - - - Penna. 
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sELF-OILING BULLDOZER 
POWER R PUMPS 


Operation of any plant, mill, mine or factory, without taking water into consideration 
is impossi Its consumption for manufacturing processes, sanitary and other purposes 
varies according to the size of the plant and its daily output. Myers Self-Diling Powe: 
Purnps and Working Heads are demonstrating in hundreds of installa- 
tions that they are not only absolutely dependable but by their new 
standard of service are reducing water costs to a minimum. Made in 
styles and sizes for a wide range of service. Little doubt but that | 
there is a MYERS SELF-OILING POWER PUMP that will satis- | 
factorily meet your individual requirements Catalog on request. 

Dealers, ask for information and price. | 


The FE-Myers & BRO.Co.Ashiand ‘Ohio’ 


— ASHLAND PUMP AND HAY TOOL WORKS — 
























KEROSENE HEATER 
WICK BURNER TYPE 


An economical. safe, convenient Hot- 
6tream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 to 30 hours per gallon 
Wick requires no trimming. Sells and 
Batisfiies because it's right 





















Have you our Catalog and Price Sheet 
covering our complete line of popular 


LET’S GO! 
priced heaters? Write today. 
HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
“‘Makers of Heaters That Heat”’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 





THE 










Many Operations Ground to One-fourth the 
Tickness of a Human Hair at the Plant of the 


Duro Pump & Mfg. Co. 


[SQUARE 


lron = Malleablelron 


Dayton, Ohio 


'G EE 


FITTINGS 


















We are so proud of Square 
‘‘Gee’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 
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‘distributors 


April 4, 1925 
Range Boilers 

and unchanged. Demand is small 
Jobbers and manufacturers are carrying g00d 
all entered being taken care of 


Prices are steady 


but steady 
orders are 


stocks and 


promptly 


Plumbers’ Brass Goods 

This commodity, which has been moving along in good 
shape, is now feeling the slump with other lines. Jobbers 
are carrying good stocks and have been enjoying good 
business, both out of stock and direct from factory. Many 
orders entered by plumbers for April delivery are said 
to have been held up awaiting instructions. Generally 
speaking, prices are firm and steady. 


Boilers and Radiators 


Little demand at present. Good business on the books 
is reported by both jobber and manufacturer, with pros- 
pects bright for activity in the near future. Prices are 
firm and unchanged 


PACIFIC COAST 


as a whole, is keeping up to expectations, 
of exceptional proportions, is of a sub- 
stantial volume. A report of firming prices among job- 
bers of Southern California was followed recently by an 
of 7% to 10 per cent by the majority of jobbers 


Business, 


and, while not 


advance 


in that territory. 
Soil Pipe 
Sales of this commodity continue in good volume. Dis- 
tributors are keeping their stocks in good shape, in or- 


der to meet present requirements. 
Steel Pipe 
Demand for steel pipe, as a whole, is keeping up well. 
Distributors, in most instances, have maximum stocks 
and are able to take care of all requirements. Mill ship- 
ments are being received without delay. 
Enameled Ware 
in the enameled ware situa- 
and manufacturers’ ware- 
Coast factories are fairly busy 
all designs can be made 


No 
tion 


is noticeable 
Jobbers 


change 
the 
houses have ample stocks. 
on 


on Coast 


and shipments practically 
promptly 

Pottery 
demand for pottery continues in fair volume, 
accumulating surplus stocks, 
especially on patterns. Off-quality ware is still 


being offered to the trade in large quantities at extremely 


While the 


seem to be 


staple 


low prices. 
Plumbers’ Brass Goods 
Sales of this commodity continue in good volume. 
Jobbers’ stocks, as a rule, are being kept at a maximum 


point and shipments from both coast and eastern fac- 
tories are being received without delay. 
Range Boilers 
Demand for range boilers remains fair. Jobbers’ stocks, 
are in good shape and very little difficulty is 
experienced in receiving prompt shipment from 


or eastern factories. 


as a rule, 
being 


either coast 


The Metal Market 


Mar. Average Average Average 
31 Feb.,1925 Dec., 1924 1924 
PIG IRON— 
No. 2 Foundry, Chicago, 
POOR ctivxtexccnanen $24.00 $24.00 $22.40 $22.15 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
DOI, DOP TP. <csvese 2.00c 2.07 %e 1.90¢ 2.14¢ 
Blue annealed sheets, 
Pittsburgh, per lb.... 2.60c 2.75c 2.65¢ 2.75¢ 
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ADSCO 


Underground Steam Lines 
are Easy to Install 


You can install underground steam lines quicker 
by using ADSCO Kiln-dried Wood Casing for, by 
the one operation of slipping the Casing over the 
pipe, you build the conduit and apply the insula- 
tion. ADSCO Casing is light and easily handled for 
the wood is kiln-dried. ‘This also adds many years 
to the life of the installation. 


no trouble due 
ADSCO Casing has proved 


You have no loss due to breakage 
to expansion strains. 
above 91% efficient. 


ADSCO Expansion Devices, either packless type 
or packed slip type, have established their high 
quality for underground work with thousands of 
users. 


For the small steam line to heat a garage from the 
boiler in a residence-—to the long-distance, high- 
pressure steam lines for industrial plants—-ADSCO 
i. quipment assures permanency. Long practice has 
shown us the tvpe of material that will give the best 
results. 


Keep ADSCO in mind when you are asked to bid 
on underground steam lines. Our experienced en- 
gineers are ready to make practical suggestions that 
will save time and expense. 


AMERICAN J)ISTRICT STEAM COMPANY 


Norta TONAWANDA.N.Y. 
Offices: 
Chicago Seattle 


ADSCO HEATING 





New York 


DOMESTIC 


ENGINEERING se 


~ 
red 


Steam lin 


being 
Sta le | 
Little Rock 
Arkansa 
ADSCO 
kiln dried 
Vi Cas 
re serve 
as insulation and « 
duit It is strong, 
light in weight and 
by test proven to be 
above o1 efhoent 


and to last for over 
5 years 


An ADSCO Underground Steam Line 
furnishes steam to the Library of the 
Beechnut Packing Co 


no heat loss to 
mele away the snow on top of this line 


Insert shows cross section of steam 
line 
TEAR OFF HERE AND SEND FOR’ INFORMATION 
ee eo ‘ile iin ita 7 
1 Send information on | 
| i | 
, ADSCO Wood ¢ asing | 
| Expansion Devices. | 
| General data on Underground Steam Lines 
| 
| 
| 
Name | 
| 
| 
| Address | 
Meee | 
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PILOT FLUSH VALVES 


. Only 2 Minor Repairs (Xetra va) 
in 8 Years of Constant Use 


p ow reports received by the Atlanta builder who wrote to big 
New York City builders about their experience with Pilot 
Flush Valve were all of the same tenor as this one reproduced 
below. All stressed the noiseless, efhcient, economical service, 


year after year, with absence of expense maintenance. Everybody 




















connected with the installation of these 
valves made a better profit on PILOT 
f —— +~FLUSH VALVES. Such valves bring 
in business by the satisfaction they 
‘make- 


give, and save money by the 


goods” they eliminate. 


Points 









i. 
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0 ® 
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Superiority =. 
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Automa Cleansing ‘a é 
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Everlasting leather dia 
phragn n rdinmar 
bad t ther spe 


eather, it lea 


ially prepared to 
p the PILOT re 


120 Pilot Flush Valves in this 
12 story Apartment House at 
S4th St. and Park Ave., New 





Adjustable water saver York City 
an easily accessible screw 
° } } 
arrangement which Installed t 
governs the diaphragm \ es | 
ontrolling the amount of f the archttect 
water used in flushing (ross, 344 Fifth A 
ind butide 
nd A 
4renu nd th 
¢ Murphy 


Removable Seat any 
4 necessary repairs can 
@ be made without tak- 
ing off the entire valve 
a big labor and time 

saver 


HEDGES AND BROTHER 
103 SOUTH STREET, NEWARK. N.J. 
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Black sheets, Pittsburgh, 


a 3.40% 3.55 3.50¢ 1.600 


Galvanized sheets, Pitts- 
burgh, per Ib 4.50c 4.77 M40 4.650¢ 4.75¢ 
TIN— 
Straits tin 52%c 
COPPER— 
Prime Lake, f.0.b. re 
finery 13.75¢ 
Electro, delivered 13%c 
LEAD— 
Chicago 8.25¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb Per lb 
Aluminum clippings 16 e¢ Copper, light 7%4e 
Block tin ees 35 6¢ Copper, uncrucibled 
Brass, light ... 6 ¢ wire . S%e 
Brass, heavy mixed 64e Faucets and valves 6%c 
Brass, red ey 7 ¢ Lead, heavy 4%c 
Copper, crucible 9%ec Solder joints 6 ¢ 


NOTE: Prices are those quoted on Tuesday of this week 

















April 1, 1905 

Standard Tank & Seat 
Tank & Seat 
ture plumbers’ woodwork. 


The Standard 
Company has been organized to manufac- 


Co. Organized. 


The factory and general offices 
312-314 North Front street, Camden, N. J. The 
organizers are: President, John H. Mueller; vice-pres- 
ident and general manager, Jules E. Zimmermann, and 
secretary and treasurer, H. W. Schmidt. 


are at 


City of Panama to Have New Water Supply System. 
The city of Panama is to have a new sewerage system 
and a water supply system drawn from the large 
lake at Rio Grande, ten miles from the city. 
provements were provided for in a 
Republics of Panama and the United 
government undertaking to construct 
sewer systems and maintain them for fifty years. 

The National 
Johnstown, Pa., has 


new 
treaty 
waterworks and 


National Radiator Company Expanding. 
Radiator 
warehouse at Seventeenth street and Washington avenue, 
Philadelphia, formerly occupied by the American Radiator 
Company. 


Company, of leased the 


Robert H. Pflug-Felder has 
Eighth and Norris streets, 


New Business Venture. 
opened a plumbing 


Philadelphia. 


shop at 


New Plumbing Ordinance.—-A new plumbing ordinance 
has just become law at Centralia, II. 

Contract Awarded.—E. D. Hornbrook, of Kansas City, 
Mo., has been awarded the plumbing contract on the 
Humboldt school in Kansas City. 

Large Plumbing Contract.—Armbrust & McGurk, of 
1936 Christian street, Philadelphia, have been awarded 
contracts for plumbing fifty-three twin houses at Fifty- 
eighth street and Girard They also have the 
contract for plumbing in thirty-three houses at 
teenth street and Snyder avenue. 


avenue. 
Seven- 


State Board of Examiners Proposed.——A state board of 
examiners for plumbers is proposed in a bill introduced 
into the Senate at Olympia, Wash. The board is to hold 
examinations three times a year for plumbers’ licenses. 


These im- | 
between the | 
States, the latter | 
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A PERFECT JOB 


IS THE RESULT WHEN USING 


The “American” Ground Joint 
Waste Connections with 


QWw-—LEAD RING 


Everyone is interested in this 
new fitting. 








All Jobbers Should Stock Them 
| No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 















KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 

New York Chicago San Francisco 
Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 


Boston 
El Paso 




























TraneTraps 


Fourteen corrugation bel- 
lows. All popular sizes and 
patterns. Standardized 
roughing-in dimensions. 
Any pressure to 25 pounds 
and any vacuum to 15 
inches without special ad- 
justment.  Interchange- 
able bellows. Write for 
Trane Bulletin 6B. 


The Trane Company 


La Crosse, Wis. 
204 Cameron Ave. 

















| ; 
(he Perfect Cleaner 


tifcally compounded to fll 
along felt want for a polishing 
cleanser which will not scratch or 
harm the surface of porcelain or 
enamel ware. This unusual clean- 
eer is especially adaptable for use 
in the home, on soda fountains, 
in grocery or meat shops, ¢tc., 
for the cleaning of marble, enamel, 
or porcelain fixtures. Your cus 
tomers bave been ooking for 
Tubola and here {t is! 































The Chamberlain Compan 
TERMINAL WAY , PITTSBURGH, PA. 


Chamberlain Co.,Ltd.. 90 Church St., Toronto, Ont. 
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Two New Trucks 











4- Wheel Brakes 





he General Motors Truck Company now has on display at its distribu- 

tion centers throughout the country two entirely new truck chassis. 
These new models are designed to meet the swifter pace of modern 
business and the safety necessitated by ever-increasing street traffic. 


It will pay you to step in and inspect these new models today. If you 
cannot, write for descriptive literature immediately. 


The General Motors Truck Company builds trucks 
and tractor trucks from 1 to 15 tons capacity. 


See these New Models now on Display 


At GMC Distribution Centers 


Akron *Cleveland *Fort Worth *Minneapolis Portland San Antonio 
*Atlanta Cincinnati Hartford *Milwaukee Parkersburg Shreveport 
*Aibany Clarksburg Houston *Montreal, Quebec *Pontiac Sioux City 

Baltimore *Columbus *Indianapolis *Newark Rochester Syracuse 
*Birmingham *Dallas *Jacksonville New Orleans *St. Louis *Tacoma 
*Brooklyn *Denver Kansas City *New York *St. Paul Toledo 

Boston Detroit *Los Angeles Oshawa, Ont. *San Francisco Toronto, Ont. 

Buffalo *Dayton *Louisville *“Oakland *Seattle Tulsa 

Beaumont El Paso Lincoln Omaha *Spokane Vancouver, B. C. 
*Chicago Erie London, Eng. *Philadelphia Salt Lake City Washington 
*Charlotte *Fort Wayne *Memphis Pittsburgh Saginaw Wilmington 

*Direct Factory Branches. Dealers in most Communities. Winnipeg, Man. 


GENERAL MOTORS TRUCK COMPANY—PONTIAC, MICHIGAN 
Division of General Motors Corporation 


In the Dominion of Canada—General Motors Truck Company of Canada, Limited, Oshawa, Ontario 


General Motors 
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products of General Motors 


Both have new and more powerful engines with higher governed speed 
—full pressure engine lubrication — three point suspension 
with rubber cushioned insulation to reduce vibration and 
shock and insure longer life. 


Both have mechanical 4-wheel service brakes and rugged emergency 
brakes. Simple in design and positive in action. Provide safe 
operation and complete control in all traffic. 


Both have complete electric starting, lighting and ignition systems— 
standard equipment. Greater comfort for the driver with 
ample leg-room, easy steering and handy shift lever. 


Both have new type rear axle with pressed steel banjo housing. Differ- 
ential accessible through removal of rear plate only. 


Both have greater strength and sturdier construction than other trucks 
of like capacities—without excess weight. Both represent 
years of experience in motor truck building. 







4-Wheel Brakes 
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An Automatic 
Cellar Drainer 


of 


Improved Design 


You've been looking for a good cellar drainer—one that 
could be easily installed—-that required practically no 
attention—-that could be depended upon to do its stuff 
unfailingly that would not stick or bind—that required 
no valve grinding to insure a tight valve. 


Well, here it is—the ‘‘Advance Ideal.”” You will appre- 
ciate its merit the minute you see it, but the illustration 
above will give you a good idea of its simplicity and 
mechanical correctness. The valve is always either wide 
open or completely closed and the locks, located in the 
center prevent any possibility of binding. 


Made in two sizes only——-No. 1 with a capacity of 200 to 
300 and No. 2, 400 to 600 gallons per hour, depending 
upon the pressure. Also made non-automatic if desired. 
Order from your jobber or write us if he cannot supply 
you. 


Literature or complete catalog on request. 


J. A. ZURN MFG. COMPANY 


Manufacturers of a complete line of Plumbing 
Specialties in Cast Iron and Brass. 


ERIE, PENNA. 


Our line is cataloged in Domestic 
Engineering Catalog Directory — 
pages 1020 to 1028 
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SUMMER MEETING OF A. S. H. & V. E. 


Plans for the summer meeting of the American Society 
of Heating and Ventilating Engineers have 
announced by President S. E. Dibble. The semi-annual 
gathering this year will be held June 15, 16, and 17, at 
the Hotel Traymore, Atlantic City, N. J., and a cordial 
invitation is extended by the Society to all who are in- 
terested in the advancement of the heating and ventilating 
profession. Arrangements for technical sessions, enter- 
tainment and reception of the Society’s members and 
guests will be carried out by joint committees of the 
New York and Philadelphia chapters. 


just been 


THE WHOLE TRADE IN THE BAY STATE TO ENJOY 
BANQUET AND DANCE 


night, April 7, the 
Association of Master Plumbers and the Massachusetts 
Sanitary Club will celebrate the first night of the con- 
vention of the State Association with a delightful dinner 
and dance in Boston. At this time, manufacturers, whole- 
salers, master plumbers and steamfitters will really get 
together in a heretofore unsurpassed jollification. The 
guests are to have the exclusive use of the 14th floor of the 
Chamber of Commerce building, where there is a fine 
dining room. During the banquet, music will be ren- 
dered on the celebrated $25,000 pipe organ which so 
many have heard over the radio. Several humorous 
movie reels will be Shown between courses. The speak- 
ers for the evening are John J. Vogelpohl, president of 
the National Association of Master Plumbers, and George 
D. McIlvaine, Pittsburgh, Pa., secretary of the National 
Pipe & Supplies Association. Attractive souvenirs will 
be presented to the ladies attending the affair. 

The two organizations have extended an invitation to 
every master plumber in the state, whether or not an 
association member, to join with them in the Tuesday 
night party. 

The State Convention itself opens its sessions promptly 
at ten Tuesday morning with President William H. Mc- 
Elholm, of Lowell, presiding. This is the first convention 
during the term of Mr. McElholm. Following the ap- 
pointment of a sergeant-at-arms and the auditing, reso- 
lutions and credentials committee and approval of the 


On Tuesday Massachusetts State 


minutes, comes the reading of communications, resolu- 
tions and amendments. 
National Treasurer Richard J. Welch and National 


Director Patrick W. Donoghue will each give short talks 
on National Association work and reports will be made 
by the twelve zone chairmen. A talk is to be given by a 
representative of the American Brass Co. and a talk on 
“Standardization”’ by Elmer S. Stack, heating engineer. 
Reports of standing committees and the president, sec- 
retary and treasurer will also be given on the first day. 

There will be luncheon at noon to which the ladies 
have been invited. The Ladies’ Auxiliary will meet dur- 


ing the sessions of the State Association. They will have 





a business session, card party, theatre party and other 


entertainment. 
On Wednesday National President Vogelpohl is to give 
Mellvaine of 


The session 


an address, followed by Secretary George D 
the National Pipe and Supplies Association. 
will then be devoted to unfinished and new business, elec- 
tion of officers, naming of new committees and adjourn- 


ment. 


NEWARK HEATING CONTRACTORS’ ANNUAL DINNER 
Association of 
fashioned beef steak 
Newark, N. J., 

This will be 


The Heating and Piping Contractors 
Newark, N. J., will hold an old 
dinner at Achtel-Stetters, 844 Broad St., 
on Tuesday evening, April 21st at 7 p. m. 
the first dinner the association has held in several years, 
and members of the Committee in charge, composed of 
Fred J. 
Wollenschlager, 
lively entertainment, 


Engelberger, Chairman, G. L. Dennis, and Geo. 
are doing their utmost to provide a good 
general good time. 
Tickets may be Fred J. Engel- 
berger, 159 Jelliff avenue, Newark, N. J., or at the office 
Plane street, Newark, N. J. 


dinner, and a 


procured by addressing 
of the secretary, 248 


A. OF WASHINGTON, D. C., CELEBRATES 5ist 
ANNIVERSARY 


M. P. 


Patrick’s also the fifty-first 
of the Master Plumbers’ Association 
And the 


dinner 


March 17, St. 
birthday anniversary 
of the District of Columbia. 
brated in fashion 
eight o’clock in the evening. the 
with the Spangled Banner” 
fervor. 
was turkey plus St. 


Day, was 


association cele 
dance At 
were opened 


real with a and 
festivities 
patriotic 


There 


“Star sung with 


was, 


Dinner followed and a real dinner it 
Day 


Patrick’s dishes in abundance. 








Committee on Fifty-First Anniversary Celebration of the 
Master Plumbers’ Association of Washington, D. C., March 17, 
—Front row, Henry Eberle, Geo. J. Cross, Jr., Robert J. 
Barrett, chairman, Joseph E. Heffron, Frank Bentley, Elmore 
J. Ewing, and Geo, W. Hanes.—Back row: Thos, EK. Clark, 
Chas. W. Sorrell, Julius E. Flood, Wm, E. Owens, Fred W, 
Koehler, E, T. Costello, and Harry A. Scroggins 
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R. J. Barrett ving creditably in the role of toast- 
master, introduced Elmon Ewing, president of the Wash- 
ington association, who, with a few well-chosen remarks, 
welcomed all Colonel J. Franklin Bell, engineer com- 
missioner of the District of Columbia, told of the esteem 
in which the association is held by the Board of Com- 
missioners He stressed the fact that the tests for mas- 
ter plumbers were rigidly enforced and averages only 
counted when licenses were being issued W. F. My- 
lander, of the Baltimore, Md., association, touched upon 
friendship of . the tjaltimore and Washington 
ssed the hope that the friendship 


the close 
erganizations and expre 
mrould endure forever Claude Owens, president of the 
E. G. Shaffer Co., of Washington, D. C., spoke about the 


co-operation that was needed between jobbers and the 


plumbing and heating contractors He said that the con 
tractors’ problems are those of the jobbers, if the jobbers 
were only told about them He closed with a brief ex- 
planation of the Ask ‘Em to Buy’’ campaign, pointing 


out that more and better merchandising would really be 





Banquet at the Fifty-First Anniversary Celebration of 


the salvation of the plumbing and heating industry in this 
country 

During the course of the dinner, the guests were enter- 
tained with songs by Lucy Malone and Cecilia Barrett. 
Mrs. Elizabeth E. Harmon gave a _ splendid reading 
“Dreaming in the Moonlight,’’ accompanied by Hilda 
Haines and Paul Haines Norman E. Murphy presented 
his sketch ‘“‘New York Success.” Jas. W. Mullings, ‘‘The 
Culled Parson,” amused the gathering by taking to task 
the members of the banquet committee for alleged de- 
ficiencies. 

The Maryland State Association of Master Plumbers 
was well represented by a large delegation from Balti- 
more, headed hy President W. H. Yewell and Secretary 
Theo. Bunnecke. 

At the conclusion of the dinner and entertainment, 
a “Paul Jones’ was used as a get-acquainted number, 
to the delight of all present. Dancing was enjoyed until 
early in the morning. Robert J. Barrett was chairman 
of the committee which made the evening such a fine 
success He was assisted by Frank Bentley, Geo. J. 
Edward Costello, Thos. E. Clark, Henry Eberly, 
Elmon Ewing, J. C. Flood, W. L. Gary, Jos. Heffron, 
Geo. W. Hanes, F. W. Koehler, Harry Scroggins, C. W. 
Sorrel and W. E. Owens. This committee received a unan- 
imous vote of thanks for its efforts. 


Cross, Jr., 
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INGLEWOOD M. P. A. ELECTS OFFICERS 


O. E. Current has been elected president of the Mas- 
ter Plumbers’ Association of Inglewood, Calif. Other 
officers are: H. W. Stubblefield, vice-president; Ray N. 
Erickson, secretary, and J. L. Farney, treasurer. The 
association has just brought about the passage of an 
ordinance requiring all plumbers or plumbers’ helpers 
to pass examinations before permitting them to practice 


their craft in that city 


ALLENTOWN ROTARIANS HEAR OTL BURNER 
SPECIALIST 

E. D. Swoyer, state director of the Pennsylvania Asso- 
ciation of Master Plumbers, gave the Rotary Club of 
Allentown, Pa., a real treat on March 20 when he was 
instrumental in bringing before them Chester J. Scanlan, 
titute of Heat Research. Mr. 
attentive audience for his 
He told of the 


director of the Williams I 
Scanlan had an unusually 


“Whys and Wherefores” of oil burning. 








the Master Plumbers’ Association of Washington, D. C. 


efforts of his institute to get the scientific facts neces- 
sary, for the perfection of any device that could give the 
service oil burners should give. He emphasized the fact 
that oil burners are not a cure-all for sick heating sys- 
tems. At the close of his remarks, Mr. Scanlan was 
bombarded with questions. He was accompanied at the 
meeting by C. B. Noyes, district sales representative of 
C. U. Williams & Son, Bloomington, III. 





THEIR LEADERS FOR 1925 


The Astoria Master Plumbers’ Association, Astoria, 
Ore., recently elected the following officers: President, 
J. H. Hansen, vice-president, J. Herman, and secretary- 
treasurer, Arne Abrahamsen. 


LOS ANGELES H. & P. C. A. ENTERTAINED 


Members of the Heating and Piping Contractors’ Asso- 
ciation, Los Angeles, Calif., were recently tendered a 
banquet by the Los Angeles B. T. U. Club. G. W. Nunn, 
former president of the club, presided. Addresses were 
made by T. G. Lohman, president; F. J. Keeler, vice- 
president; E. W. Hokom, secretary of the contractors’ 
association; A. L. Lakin, a member of the latter organi- 
zation; DeWitte Clark, of the American Radiator Co., 
and P. J. Dougherty, of the Hoffman Specialty Co. 
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THE MARCH MEETING OF THE NEW YORK CHAPTER 
OF A. S. H. & V. E. 


The March meeting of the New York Chapter of the 
American Society of Heating and Ventilating Engineers, 
held on Monday evening, March 23, at the Building Trades 
Employers’ Association rooms, 34 West 33rd street, New 
York City, was very well attended, members evidently 
turning out in force to welcome back William J. Olvany, 
president of the New York Chapter, who has been spend- 
ing a few months in the South. 

President Olvany opened the meeting immediately after 
dinner, by appointing a committee to select nominees for 
office for the coming year. The Committee includes: 
Arthur Ritter, chairman; Geo. G. Schmidt, Alfred Engle, 
W. L. Durand, and D. J. Puritan. The president then 
called upon Chas. Haines to say a few words regarding 
the Summer meeting. Mr. Haines, however, stated that 
no definite location had as yet been decided upon. 

Perry West, of Newark, N. J., took the chair at this 
point, and outlined the subject for discussion, ‘‘Heating 
and Ventilating Engineers, and Their Human Relation- 
ships.”” The particular evil, as Mr. West sees it, in the 
relationship between the heating and ventilating engineer 
and his client, is the present lack of complete specification, 
of the architect, and the dearth of co-operation between 


the various factors entering into the building business.- 


The subject was discussed with considerable enthusiasm 
and from varied points of view. Albert L. Baum, of Jaros 
& Baum, Homer Addams, J. D. Heery, of Newark, N. J., 
W. O. Ludlow, of Ludlow & Peabody, LeRoy E. Curran, 
of the Structural Service Bureau of the American Institute 
of Architects, A. C. Holden, of the Small House Service 
Bureau of the same organization, J. I. Lile, president of 
Carrier Engineering Co., and Thornton Lewis, and D. 
Knickerbacker Boyd, of the Philadelphia Chapter of the 
A. 8. H. & V. E., all gave short talks, stating their con- 
victions, and in some instances suggesting remedies for 
these undesirable conditions. : 

President Olvany then resumed the chair, and appointed 
Mr. West chairman of a committee of his own selection, 
to make a study of the subject and to formulate some 
plan of action to combat this condition. 

It is evident that the American Society of Heating and 
Ventilating Engineers is taking a very real interest in 
bringing about a spirit of co-operation between the various 
professions and trades engaged in the building industry, 
and it is to be hoped that their efforts will culminate in 
a better understanding between them generally. 








James Stenson, Devils Lake; Pat Connolly, Valley City; A. E. 
Stahley, Fargo; T. 8S. Halligan, Jamestown; A. W. Hoppert, 
Wahpeton; J. L. Hulteng, Grand Forks; Chas. Wiley, Jr., 
Minot, at the recent convention of the North Dakota Master 
Plumbers’ Association, held in Devils Lake 
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WATROUS 


Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 


Cocks; Liquid Soap Fixtures; 
Drinking Fountains, etc. 
Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 
510 S, Racine Ave. CHICAGO, ILL. 





East Adjust 
Easter to Adjust 
The Eagle Roof Flange is made 
of pure drawn lead. No blow 
holes are possible because of the 
material and methods used in its 
making. It isthe heaviest roof 
flange offered on the market, eas- 
ily adjusted to all pitches of roof, 
and passes all city ordinances. 
A card will bring you the Eagle 
Lead and Mixed Metal Catalog 
The EAGLE-PICHER 
LEAD COMPANY 


Cincinnati + Chicago + Joplin 





Eleven Plants 
branches in all principal cities 


EAGLE ROOF FLANGE | 
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PIERCE, BUTLER & 
PIERCE MFG. CORP. 


Makers of. 
GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -:- -:- NBW.YORK,N. Y. 


























UNCONDITIONALLY GUARANTEED 


»ARROW > 


rPmam=awn 
ANKZP=a 





PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
Steam Boiler Works Company 


BALTIMOR 


The Novel 


Factory, 917-929 8S. Howard St. 
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Armstrong 
Twin Jaw 


CHAIN: PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 










POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 


Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar 


Spreading of jaws prevented by bolt 
directly below chain socket 
Chain guides aid in adjusting chain. Chain 


and end bar protected by chain guide. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 




















CHICAGO POTTERY CO. 


Specializes 
in the manufacture of 


Closet Bowls and Tanks 
of “Whitest Vitrified China” 


1924-40 CLYBOURN AVENUF 
CHICAGO 


y Way 
0/8) 678 


A, 








The SQUARE 
BOSTON 
Grease Trap 





R. ESTABROOK'S SONS 
ist and C. Streets Se. Boston, Mass. 

















fw only hanger adjustable for 
any height of baseboard. A style 
both with and without baseboard 
adjustment. 


Write for ALL the advantages 


HEALY-RUFF CO. 


70 Ham oa Avenue 


ST. PAUL MINN. 


Style R 
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LOS ANGELES WINDOW DISPLAY CAMPAIGN 
UNDER WAY 

window displays showing a mo 
bathroom, part of a campaign being waged by the 
Plumbers’ Association of Los Angeles, Calif 
installed in the plumbing establishment of 
926 West Eleventh street. The associa 
almost 100 per cent representative of the 
Ange decided that 
equipped with a model bathroom. 
the of the 


The first of 
ern 
Merchant 
is now 
Ww. D 
tion, 


seventy 


being 
Melville, 
which is 
Los show 
The 
Cali 


‘les, has each 


association has secured co-operation 


fornia Clay Products Association, which is donating the 
tile for the displays, while the Tile Setters’ Association 
has volunteered its services to install. The campaign 


will extend through 1925. 











Chas. L. Getty, a plumbing contractor of Philadelphia, on 2 


recent hunting trip in Union County, Pa. 


LOS ANGELES H. & P. C. A. TO HAVE CODE 
OF ETHICS 


A special committee of the Heating & Piping Con- 
tractors’ Association, of Los Angeles, Calif., is now en- 
gaged in the preparation of a code of ethics for the 
entire building industry, ranging from the architects and 
bankers to the home furnishers. It is hoped, by secur- 
ing the adoption of the code by all phases of the build- 
ing industry, to eliminate many practices now in use 
which operate for the benefit of the individual but to the 
detriment of the industry as a whole. 

HOUSEWARMING OF MAHONING VALLEY 
ASSOCIATION'S NEW HOME 


The Mahoning Valley Master Plumbers’ Association has 
formally opened its new home on Lincoln avenue in 
Youngstown, Ohio, The home has been refitted and dec 
orated throughout. It will be the meeting place hereafter 
for all gatherings of the association. At the formal open 
ing, wives of the members were invited and a general jolli 
fication was enjoyed. Mrs. Henry Rowland and Mrs. C. W 
Wilson had charge of arrangements for the women, 
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This &° That, Here &° There | 


est H. W. O'Neil, master plumber of Rochester, N. Y., | 
rc evidently bears a charmed life. Just after alighting from 
alit the train at Buffalo, where he was attending the New 
oe York State Convention, he got caught between two auto- 
fa mobiles, and only prompt work on the part of one of his 
aie companions succeeded in saving his life. Two weeks 
ote previous to this, a length of soil pipe which had fallen 
bai = four floors crashed through the ceiling above Mr. O'Neil’s 
| = head, coming close enough to him to break the rim of his 
ila derby hat, without injuring him. 
aign T. J. Wooters, plumbing contractor of Champaign, II1L., 


has purchased a building at 110 North First street and 
is remodeling it to make it suitable for a plumbing store. 
C. A. Mann, 411 South Fair Oaks, Pasadena, Calif., is 


about to begin erection of a plumbing shop at 19 West Smooth and Sanitary 


Bellevue. 

Coony & Winterbottom, Los Angeles, Calif., are about The perfectly smooth surface 
to begin erection of an office and plumbing warehouse of Wesely Concrete Laundry 
building in Glendale, Calif. Trays makes it easy to keep 


them clean and sanitary. It 


Shea, Gleason & Pritchard, Inc., have opened a plumb- . : 
will not discolor or absorb 


ing and heating establishment at 154 Main street, Bangor, 


Me. The officers are: J. H. Pritchard, president; J. H. moisture. 

Shea, treasurer, and L. J. Gleason, secretary. There is only one genuine 
Dixie Plumbing & Heating Co., of Gastonia, N. C., Wesely Laundry Tray, and it 

has just completed the plumbing in the Kannapolis high is trade marked. uae 


school, Kannapolis, N. C. 
Lincolnton Plumbing & Heating Co., of Lincolnton, 


Chas.Wesely Company 
N. C., has the heating contracts on three county high 
schools. The contracts amount to $10,000. They also 3116~28S ‘Canal St., Chicago 


installed the plumbing in the Lincolnton high school 
which has just opened. 





Work has begun on the erection of a plumbing estab- 
lishment for Jos. Healy, 2100 West Broadway, Minne- 
apolis, Minn. The building will be two stories and base- 
ment, 45x66 ft., and will cost about $30,000. 

Building activities in Westchester County, N. Y. are 
exceedingly noticeable, especially in the vicinity of Mt. 
Vernon. Apartment buildings of the best type are under 
construction and a large number of plans are filed. This 
combined with the many expensive homes that are being 
constructed promises to make this year’s business even 
ites greater than that of the last three years. Of this work 
A. H. Karl, plumbing and heating contractor in Mt. 
Vernon, is getting his share. With a half dozen or more 
sizable jobs on hand and a number of plans to figure, Mr. 
Karl has real reason to smile at the poor pessimist. 











They’re 

ls aa Easy 
to 

Erect 





sda W. G. Shivers, of Spartanburg, S. C., is installing the 

en- 

me Weisteel Compartments are completely 
fabricated at the factory—there is no cut- 

nd ting to fit at the time installation is made. 

ur- —Skilled workmen are not required—it is 

ld- only necessary to stand a section in place 

di and tighten three bolts. 

he With the knowledge of these facts, there 
is no reason in the world why you should 
not include the partition work in your 
bids on toilet jobs, especially when your 
prospective customer learns that Weisteel 
Compartments are better than slate or 
marble and cost considerably less 

as Write for Bulletin 

in Henry Weis Mfg. Company 

a¢ Main Office: ATCHISON, KANSAS 

er CHICAGO, 105 W. Monroe St. NEW YORK, 110 W. 34th St. 

BOSTON, 24 Mille St. LOS ANGELES, 616 S. Utah St. 
n 

















Sanitary Engineers, held at West Baden, Ind. 


li H. Kaplan, of Whiting, Ind.; F. Kinnaird, of Crocker Ckair 
Co., Sheboygan, Win., and W. E. Maher, of Indianapolis, Ind., 
\ at the recent annual convention of the Indiana Society of ee 5 " ee 
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A Proven Product, 






















No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts thet prove our 
| claims for the dependability of the No. 66 
Ball Cock. 
aa A quality product, backed by over forty 
years of manufacturing experience, it gives 
exceptionally long and uninterrupted service. 
Ita operation is very quiet, closing positively 
2 against pressures up to 150 pounds without 
the customary whistle or squeal common to 
most bell cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 


DETROIT, MICH. 


















































The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 









AUTOMATIC 
o— 


WATER SYSTEMS a 


wo 


e . 
Selling Points— 
for new, improved water systems 

Gurley Automatic Water Systems have strik- 


ing points of superiority which mean bigger 
sales for plumbers. 










They lift water to a greater height than any 
other shallow well system. 





They deliver 30 pounds pressure without a 
trace of pulsing, and without water-pounds. 





The Gurley Pump is extremely strong and 
simple—no valves, no springs, no washer 
fewer parts than any other pump. 








They operate without a large, expensive 
storage tank. 







They are noiseless in operation. 






We want reliable representation in the plumb- 
ing trade everywhere. Write us for information 
about sizes and prices. 


GURLEY PUMP & MFG. COMPANY 
814 Merchants Bank Bldg. INDIANAPOLIS 
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plumbing and heating in the new Spartanburg high school, 
Spartanburg, S. C The contract amounts to $21,000. 
He is also doing the plumbing work on the Montgomery 


| office building at Spartanburg This contract amounts 
to $34,000 


J. G. Acker, of Easley, S. C., is installing the plumb- 
ing and heating in the new Easley city hall in that city. 
The contract amounts to $12,000. 

Geo. E. Weant, Salisbury, N. C., is installing the plumb- 
ing in the new Boyden high school in that city. The 
contract amounts to $10,000. 

J. C. Shuford Co., of Hickory, N. C., is installing 
plumbing in the Claremont high school in that city. This 
contract amounts to $10,000, and the company also has 
contracts for installation of plumbing and heating in 
three county schools for a total of $12,000. 

Gray & Tomppert, of Louisville, has the plumbing 
contract on the Orphanage of the Good Shepherd on 
Frankfort avenue. 

Harry K. White & Son have the plumbing contracts 
in a number of small residences being erected by the 
Will B. Miller Co., of Louisville, Ky. 











—d 


James Norton, New Rockford; George Casper, Devils Lake; 
Jos, Kellar, Fargo; W. W. Hughes, Minneapolis; D. R. Thomas, 
secretary, Central Western Credit Ass’n., at North Dakota 
Master Plumbers’ recent convention in Devils Lake, N. Dak. 


The warehouse and store of the George Asmussen 
plumbing establishment at Hayward, Calif., was entirely 
destroyed by fire in the early morning of March 13. 


| Ten trucks and a large amount of supplies were destroyed. 


When discovered by Asmussen, who lives next door, the 
fire was already beyond control. The cause of the fire 
was unknown. Estimated loss is $12,000, which was 
covered by insurance. 

Charles Fullman was low bidder on plumbing and 
heating for the addition to the Martha Washington Hotel 
in Portland, Ore. His bid for plumbing was $8,582 and 
for heating $4,397. 

A new auto park is under way on a tract of land at 
Gladstone, near Oregon City, Ore. It will comprise 39 
acres and will have cottages and garages, with running 
water conveniently piped. 

Seattle is to have a new $250,000 apartment at the 
corner of Wall street and Fifth avenue, work to start 
at once. It will be four stories, of reinforced concrete, 
108x120. It will contain sixty-two two- and three-room 
apartments. 

A hotel to cost $700,000 will be started April first in 
Portland, Ore., to be completed by early fall. There will 
be one hundred seventy-five rooms, to be fitted up and 
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rented expressly for young business men or women, and 
the remaining 182 rooms will be for transient guests. 
The structure will be 100x100 and eleven stories high, 
the site at the corner of Park and Salmon streets. 

Part of the millions of Asa G. Candler will enter into 
one of the largest construction projects ever carried out 
in Atlanta, Ga., a $6,000,000 department store building, 
to be constructed at Peachtree and Ellis streets for the 
use of R. H. Macy & Co., of New York City, who will 
enter the department store field in the South when the 
building is ready. The store itself, including a garage 
and theatre, will represent an investment of nearly $3,- 
500,000, while the lot occupied in the downtown section 
of the city swells the total to more than $6,000,000. 
Plans are being drawn by Starrett & Van Vleck, of New 
York, in association with the architectural firm of Hentz, 
Reid & Adler, of Atlanta. 

Bids were opened recently for the construction of a three- 
story brick, stone, steel and reinforced concrete junior high 
school building to be built at Houston, Tex., in the near 
future. The cost of this construction will be $400,000. 


H. J. Shearer, home builder of San Antonio, Tex., has 





opened a new addition to be known as Woodlawn Ter- 


race, in which homes to the amount of $12,000,000 will 
be constructed. 
mains, electric lights, ete. 
buildings is already under way and others are to be put 
up as rapidly as possible. 

The Kuhns Plumbing Co., 
awarded the plumbing contract for the new Stambaugh 


Construction of some of the 


Youngstown, has been 


grade school, contracts having recently been let by the | 


Board of Education. 

An opportunity will shortly 
plumber to establish a 
County, Ky., where after an 


present itself to 


business at Marion, Crittenden 


argument of 


This sum is exclusive of streets, water | 


some | 


| 
| 


| 


twenty-five 


years, arrangements have been made for a water-works | 


| 


system, under a bond issue voted two years ago. Site | 


has been bought and work started on construction. <A 
Board of Public Works has been named, 
A. C. Moore, W. T. McConnell and T. H 

Louis Henne Company, of New 
been awarded the contract for installation of plumbing 
and heating in the three new schools which are being 
built in that city. Mr. Cannon, who is in charge of the 
plumbing and heating department of this firm, is enthu- 
siastic over the business outlook for this year. 


composed of 
Cochran 


Braunfels, Tex., have 


Portland, Ore., is to have a theatre costing approxi- 
mately $1,250,000, to be built by the Warner . Bros. 











_ 


Jos. G. Hayes, of Indianapolis; Philip Stauf and O. E. Baker, 


both of Muncie, Ind., at the recent convention of the Indiana 
Society of Sanitary Engineers, at West Baden, Ind. 


| 
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inges of the 
Better Kind 


Grand Haven Brass Foundry, Grand Haven, Mich. 


























We claim to make the 
BEST nipples that can 
be produced from brand 
new and perfect pipe by 
the most modern meth- 
ods and machinery. 
After you’ve used them 
you'll agree with us. 


PABST 
QUALITY 
NIPPLES Lege Sony ype 


Fred Pabst Company, Manufacturers 


917 Chestnut Street Milwaukee, Wisconsin 











Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


: Water Clasets for every type or class of 


service. 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 











Makes an automatic storage gas water heater of any 
heater and range boiler. 
Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 


a 
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ERE’S how. When you are out inspecting a job 
or when your journeymen are in a house making 
some other plumbing installation or repair-——that’s 
your sales opportunity. Make it a point to examine 
the toilet tank. It takes but a minute or two, and it’s 
five-to-one that you'll find the tank ball about ready 
to go 


If so, suggest this: 


‘‘Madam, I have just examined the tank 
ball in your closet tank. It won't last 
much longer. I thought you'd like to 
know this now for it will cost you less 
for our time to have a new one put in 
while we're here on the job.” 


99 out of 100 


will tell you to go ahead and install a new tank ball 
especially if you let them know that you use the 


MUSHROOM Parabal 


They know this‘tank ball is guaranteed[for 3 vears 
they know that it costs $1.25, because they see it adver 
tised regularly in the Saturday, Evening }jPost 





Philadelphia 


Quality Plumbing Specialties Since 1996 


Western Branch 922 Franklin Street 
OAKLAND, CAL 


Canadian Distributor S. T. HADLEY, 
111 Anderson Street, MONTREAL, P. Q 


AVE your journeymen 

remember this sales 
idea Have them carry 
Mushroom Parabals in each 
of its three sizes in their 
kits 


You'll Find It Profitable! 
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S wimming - “Pool Neews 


The Y. M. C. A. of St. Petersburg, Fla., has had plans 
prepared for a $350,000 building, to include a swimming 
pool. 

Plans have been made for a swimming pool to cost 
about $8,000, to be located in the tourist park in Mer- 
rill, Iowa. 

Macon, Ga., contemplates the construction of a swim- 
ming pool in Baconfield Park, to cost about $25,000. 

The Union high school, Inglewood, Calif., is to have 
a 50x75 ft. swimming pool, with shower baths and locker 
rooms. 

The DuPont Fibersilk Co., of Buffalo, N. Y., has ac- 
quired a tract of 125 acres, near Jacksonville, and will 
develop a portion for golf links and a swimming pool 

The Rotary Club of Cherokee, Okla., is interested in 
the development of a municipal park, to include a swim- 
ming pool 

The Jewish Community Center, Washington, D. C., of 
which Isadore Freund, 64 O street, N. W., is chairman 
of building committee, has broken ground for erection 
of $400,000 National Jewish Community Center, which 
will include a swimming pool. 

The McDowell Country Club at Bluefield, W. Va., has 
plans for a swimming pool. 

The Y. W. C. A., of Knoxville, Tenn., is receiving 
bids on the construction of a $177,000 building, to in- 
clude a 20x60 ft. swimming pool. W. J. Savage, 1606 
Highland avenue, is chairman of building committee. 

The comfort station at Churubusco, Ind., is to be re 
modeled, and will in future be a part of the new town 
hall. The improvement will cost $20,000. 

The town of Kimball, Nebr., is to construct a municipal 
swimming pool. 

A municipal swimming pool to cost $8,000 is to be 
constructed at Vermillion, S. Dak. 

A big swimming pool will be under construction soon 
at Chester, Pa. 

Construction has been started on the new $20,000 swim- 
ming pool at San Antonio, Tex 

The Little Rock Athletic Association, Little Rock, Ark., 
plans a large outdoor swimming pool at some point easily 


| accessible to the downtown district. 





A complete re-building and renovating of the swim- 
ming pool on the Hammond estate, Bordentown, N. J., 
will be started soon. 

A concrete swimming pool is to be constructed at 
Quinton, Okla. 

The new 10-story Pythian building in St. Louis, Mo., 
will have an up-to-date swimming pool in the basement. 

The Oakdale Women’s Club, Oakdale, Calif., is plan- 
ning a $5,000 swimming pool. 

The Mystic Shrine plans the construction of a temple 
in Owensboro, Ky., to include a swimming pool. 

South St. Joseph, Mo., will have a new swimming 
pool this summer. The board of public works of that 
city will advertise for bids soon for the construction of 
an oval pool to cost in the neighborhood of $20,000. The 
money was appropriated last year. The working plans 
are practically completed, according to W. K. Seitz, city 
engineer, who designed the big municipal pool at the 
athletic field on Noyes boulevard. The South St. Joseph 
pool will be located in the east end of Hyde Park It 
will be oval in shape with a deep section for diving. The 
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ae Happy, because of their long fire 







travel, which makes such_ short 

































i coal bills 
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| botler Representatives in all Principal Cities 

= Canadian Offices: Harbor Comm. Bidg. Toronto. 124 Stanley St. Montreal 
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Are you looking 
for salesmen? 


The advertisement below drew 55 
replies — which backs our statement | 
that the classified columns of 
DOMESTIC ENGINEERING are 


the “‘open sesame”’ for you if you are ° * 
looking for live wire salesmen. 8 The Price Is Right 
cents for each word — $2.00 mini- 

: There isn’t the slightest doubt about the 
emma charge. Where can you get quality of the ‘‘Sure Return’’ Condensation 
touch with so many salesmen for so Pump. It has proven its merit on thousands 


little cost? See page 117. of installations. 


But, in spite of the splendid material and 
Sl aan Maen workmanship, that goes into each outfit, these 
SALESMEN WANTED—A REAL OP- 
portunity for real salesmen. A large, pumps can be purchased at a very reason- 


well established manufacturer has sev- able cost. 
eral splendid territories open. Goods 


fer. Acio Ml Lae 





‘*Sure-Return’’ Condensation Pump. 


Ask for Bulletin No. 47. | 


sold to ge hardware and elec- P . 
trical dealers. Commission and draw- It will pay you to get our prices. 
ing account, exclusive territory. Sub- | 
mit your record and history for ear! 

i Mla ot 4 d STOCK DELIVERY 


interview. Communications confiden- 
tial. Address “Domestic Engineering,” 


1900 Prairie Ave., Chicago. | 
. CHICAGO PUMP COMPANY 
| | 2322 Wolfram St. Chicago, Illinois 
































Mention Domestic ENGINEERING when writing advertisers. 
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long axis will be 180 ft. and the short axis 127 ft. Th 


INSURAN( E — general depth will be four ft. It is expected to have the 
by j i 


pool ready June. There is little more than 2,00( 
AGAINST FLOODED BASEMENTS 


yards of earth to be removed, which is a small amount 
Where the Signet Drain is installed there can be 


no back water compared to the 20,000 yards moved at the east end 
A perfectly reliable trap that automatically pool As soon as work is completed on the South St 






keeps out sewage, ‘ 
gas and germs. Joseph pool, the city will start work on plans for a poc 
for negroes at Twenty-fourth and Locust streets. 


seat The sum of $17,500 was recently raised by Agne 
Always works. Noth- Seott College, Decatur, Ga for the construction of 
ing to get out of order 
Brass working parts 
submerged 


swimming pool 
Pat. Dec. 3, 1914 


A swimming pool is io be included in the up-to-date 


The Signet is clean, 3 a 
setae. shmatin, dar. features of the new Y. M. C. A. building at Bradford, Pa 
able and efficient. 


Write for 
details Pontiac, Ill., is to have a concrete municipal swimming 
001] H sto Park 
CRAMPTON-FARLEY BRASS CO. ee | es 
KANSAS CITY, MO. rhe Kiwanis Club, Chicago Heights, Ill., is behind the 


| project of a wading pool for Lincoln Center playground 








A 


A handsome municipal swimming pool will be given 


’ to Albuquerque, N. Mex., by a citizen who insists thar 
Don tBeContent | i... ; 


be divulged site will be selected soon 
With Ordinary Roof Flashings 


Specify and Use \ 
the Reliable 


6 I PI E ae The natatorium at Glenwood Springs, Colo., is said 
S M xX to be the largest open air hot water swimming pool in 
Made in 
All Lead—Copper —Galvanized 


“YEAR-ROUND” OPEN ATR POOL IN THE ROCKIES 


the world It is 60 to 110 ft. in width, 600 ft. in length 


Iron and from 3% to 5% ft. in depth. The pool is popular 
. ‘ } Every Flashing Adjustable 
oA : Every Flashing Perfect f 4 
XARA 
SO ss Manufactured only by | » 





SIMPLEX MFG.COMPANY, 213 W.AustinAve.,Chicago | | 


Rollin C. Wilson, Direct Factory Representative 
7 E. 42nd St., New York City 











Johnson Burners 


make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 


Ask for latest bulletin, No.28D 
—a valuable booklet describing 


Johnson Improved Rotary Burner | 
Type 22 for Heating Plants | ' 

Main Offices | in winter as well as in summer Bathers play in the 

S. T. JOHNSON CO. 

940-950 Arlington St., Oakland, Calif. | 








see 








Swimming pool at Glenwood Springs, Colorado 


Listed as Standard by 
Underwriters Laboratories. 


Live agents Wanted 
snow surrounding it and then plunge into the warm 
waters, which are cooled to a temperature of 92 degrees 


ae ce 






papenesmercetce res ‘ : 
Se ieee aia eel 2 cs, S 


‘ “ahrenheit, in winter Surrounded by beautiful lawns 
I BS LOE pam A Ey Te, oe | Fahrenhe 1 3 é é 
es ber we Sein 






GE DERGROUNOD and with a picturesque redstone bathhouse at its edge, 
STORAGE TANK UNDERGR 


DR ERI IA OES IR SETI Cal Fd 
SSE TT | RE PNT A et ee AE Lot wits 


’ . e y Y i 
a Public omfort Stations 


This new Paul System 970-US (100-gal. 


the natatorium is popular throughout the region. 





capacity) has the quality, durability and A public comfort station will soon be erected at Nee 
price that gets business and keeps it. ah. Win 

950-US, 180-gal. capacity sells for $130. nan, 1S. 

For larger jobs and special installations The matter of a public comfort station will be voted 
choose from 100 different outfits in the : ine " 5 : 

Paul line. Write for Paul catalog, pump upon by the citizens of Geneseo, Ill., at the election on 
manual and dealer proposition. April 6. 

Ft.Wayne Engineering &Mfg. Co. A comfort station will soon be constructed in Hall 


1706 North Harrison Street, Ft. Wayne, Ind. Q 
Park, Benton Harbor, Mich. 


CT Tiim ater Systems The city of Pittsburgh, Pa., is considering the con 
struction 


of a comfort station at Homewood avenue and 


forHome andFarm Bennett street. 


Plans are now being prepared for a comfort station 
to cost about $14,000, to be located in Golden Gate Park 
San Francisco, Calif. 


Self-Priming — Self-Oiling —- Fully Automat 
970-US $118.00 EVERY PAUL SYSTEM IS GUARANTEED 
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“THE STORY OF THE BATH” BROADCASTED FROM 


LOS ANGELES 


Some thousands of radio fans throughout the United 
States, and as far west as Honolulu, heard a large por- 


fion of “The Story of the Bath,’’ March 17, when Harry 
Silke, Jr., field secretary for the California State Plumb 


ing Association broadcasted over KNX, The Los Angeles 
Evening Express. 

Silke gave the history of the bathtub from the days 
of Adam Thompson down to the present, just as it is 
presented in “The Story of the Bath.” He then dealt 
with the aims and aspirations of the plumbing industry 
in their efforts towards humanity 

“Changes in sanitary conveniences, as we have them 
today,” he said, ‘have not just happened, nor have they 
been accomplished haphazardly) They are the result of 
organized effort and action. It can well be said that 
the plumbing industry has kept pace with living condi 
tions. However, in order that the industry as a whole 
might keep pace, it has been necessary that there b 
men to lead. The vast accomplishments in our nation 
in any line of endeavor stand as a monument to the 
results of organized action Forty-four years ago the 
Master Plumbers, realizing this fact, organized the Na 
tional Association of Master Plumbers. One of the most 
important things that has been accomplished by this 
Association is the standardization of fixtures. In this 
its members are working hand in hand with the manu- 
facturers and with the Department of Commerce. The 
carrying out of this work will do much to lower the cost 
of plumbing, thus enabling more homes to procure ade 
quate sanitary equipment. 

“This program tonight is sponsored by the Los Angeles 
Association of Merchant Plumbers In their efforts to | 
aid the master plumber to become a better business man, | 
and thus, by added ability, serve the public better and | 
more thoroughly, classes are held*in salesmanship, book- | 
keeping and kindred subjects. Open forums are held 
for the exchange of ideas and the educational courses 
are under the direction of the Board of Education.” 

In conclusion, Mr. Silke extended an invitation to all | 
his listeners to visit the exhibit which the local associa- | 


tion will place in the forthcoming Pure Food Show, to 
be held at the Hotel Ambassador, April 10 to 20 


ENTERTAINED THEIR LADIES 
The Master Plumbers’ Association of Binghamton, 
N. Y., recently entertained their women folk with a din- 
ner and theatre party. Representatives of the local job- 
bing houses were also invited. Wallace R. Brown was | 
the capable executive who planned and executed the affair. | 
A pienie is scheduled for early summer. 





| 

Harry Grigg, of Crane Co.; M. R. Emrich, of Schild Specialty 

Co, C. F. France, Ruud Mfg. Co., and Edw. Jacobs, of Cin- 

cinnati, at Ohio Master Plumbers’ recent convention § in 
Columbus 
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DROP - FORGED 
AAM FOR GASE 
OF MOUNT 


“VULCAN” 
PIPE VISE 
CLAMP 


This Compact, 
Unbreakable Vise 


99 


with quick adjustment and positive grip can 
be easily fastened to bench or post. It is made 
entirelyofwroughtsteel. Foursizes;} to8” pipe. 


Williams’ ‘‘Vulcan’’ Vise Mount 


provides a firm and steady support that can 
be readily folded for carrying. Two sizes for 
2 ying 


Nos. 1 and 2 Vises. 


Williams’ ‘‘Vulcan’’ Clamp_ per- 


mits fastening No. 1 Vise to table or bench 


without the use of screws or bolts. 


Taken Collectively, the handiest device 


ever offered pipe fitters. Literature‘ 


J. H. WILLIAMS & CO. 


“The Drop-Forging People’’ 


New York BUFFALO Chicago 


Os 


DROP- FORGED 
CHAIN PIPE VISE 


_———— wire ——— 


PORTABLE MOUNT 














100 DOMESTIC F&F 


KELLY 


WATER CLOSETS. 
With 

-, Aluminum 
= Raised 

Rear Local 
Vent 











“All Jobbers 
Sell Them’’ 


Fig. 13244 
Patented 





THOS. KELLY & BROS. .*. CHICAGO 
3422-24-26 WEST LAKE STREET 





ESTABLISHED OVER 35 YEARS 
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GRANITINE 


Laundry Trays 


are guaranteed 


Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 
Well Crated. 

Easy to Handle. 


Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 
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Bath a Day Movement 


, nl 
7) / 


the schools 


{dd three this week! hica Heights, [ll., in 
vhicl he Stor f the Bath” has been distributed by Wm 
Hildema Freeport, Ill, which 1 
{ psila pr for which wer 
{ } Vichigan State A 
+ { requ t Wat 
I ur city h 
, l pies, and h e not cen 
( that we may give credit and get 
” 1 the nur , le If you haven't a 
yuperintes lent f { 1 p of ae 
Th ( f thi nd of educational eff 
) “ in dollar nad cents. 
iT US REPEAT that last statement: ‘‘The value of 
| this kind of educational effort cannot be measured 
4 in dollars and cents.’’ The most striking proof of 


this fact has come to our attention within the last few 
days 

In the annual “Health and Welfare Statement” of the 
Metropolitan Life Insurance Company, for 1924, that 
company shows 40,474,878 copies of health literature 


distributed during the year, Forty million copies! And 
don't forget that, with the resources at its command 
the Metropolitan can and does conduct intensive adver 


tising campaigns. 

But it realizes that there is another side to the problem 
the side which yields a mutual advantage. It 
the fact that efforts to educate the public in 
ways of living, while they may cost a great deal of 
In fact, there can be no mor: 
effective means of winning the confidence of the buying 
back an effort 
to make a sale 
the Bath-a-Day and “The 
earnestly to the attention of the new 

AS a of the 
for instance as a pro 
would be most effectual 


of selling 
appreciate: 
right 
money, are yet productive 
to get of which does not con 
effort 
recommend 
the Bath” 
of the 
co-operative advertising campaign 
“The Story” 


publie than 
tain a direct 

We 
Story of 


Movement 


officers various associations part 


ducer of inquiries 


Get people to ask for literature and you have aroused 
their interest. Your members will appreciate the in 
creased interest in matters of sanitation, which cannot 


fail to materialize in the shape of orders for work. 
MONTREAL MASTER PLUMBERS ELECT OFFICERS 
The 
Vicinity, 
which the 


and 
at 


Association of Montreal 
recently held a meeting 
were elected to office for the ensuing 


Master Plumbers’ 


Montreal, Canada, 


following 


year President, O. Caron; first vice-president, W. U 
Hughes; second vice-president, Jos. A. Francoeur; secre 
tary, W. G. Borland; chairman of Hygiene Committee, 


John Colford; chairman of Legislation, A. Noel; chairman 
of Price Lists, D. Lorne McLean; chairman of Member 
ship, T. Menard; chairman of Arbitration, J. E. Hardy; 
trustees, Jos. Belisle, Wm. Cambridge, Jos. St. Amand; 


and auditors, John A. Gordon, T. Latourelle and Wm 


J. Bethune. 
Owing health, W 


ack epted 


to ill G. Borland requested that his 


resignation be and another 


to the office. 


member appointed 
The resignation was accepted after a com 


mittee had interviewed him. At a special meeting Wn 
J. Bethune was elected secretary for the balance of th 
term. Secretary Bethune, in a letter, reports: 


“Officers and members are looking forward to a bumper 
to the trade being brought 
attended to with a spirit of ‘it shall 


year as questions vital are 


and 


forward being 


be done 
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: ; - t Na 
W: or below —— from iY (te 
a letter written by Al Sloss, of - 
Los Angeles, Calif Mr. Sloss is thoroughly 
on this form of advertising He says “T wish to state 
that I think I of the first to make the 
as soon as the appeared They 
I visualized what they would soon 
they had a 
for them, and 


sold 


was one start, 


Enigrams made a hit 
with me, accomplish, 


them and have good 
daily 


faces that even cross the street to se: 


so I started with very 


success, I have requests familiar 


what the new day 


has on the board. 


“IT am on a main street and it is surprising to see 
how many will stop to read these Epigrams I have had 
folks pay me quite a compliment for being so witty 
and ask me how I think up so many good ones They 


have the idea that I am a live wire and on the job 
“Sometimes I forget to put a new one out, and I have 
been asked if I Epigrams, but I 


start out anew and they don’t know 


exhausted the 
when I'll be 


have 
through 


I must confess that, when ‘Domestic Engineering’ is 
through, I will be also 
“TIT felt it no more than right to let vou know how 


they are assisting me, as I have given them a good try- 
out and feel that the 

We'd say that Mr. 
and we have no fear but that he 
take the place of those in 
had to. To be one of the 


the Epigrams, 


effort is well spent.” 


Sloss is a live wire, and on the job, 


“Domestic 


first to recognize the value of 


is to give ample proof of being on the job 


Can you imagine any other form of advertising which 
would make people come by your shop every day, and 
notice the fact that you hadn’t changed it? And the 


greatest recommendation is the absolute lack of expense 
and the 


you of a good cigar. 


A blackboard will last you a lifetime chalk you 


use wouldn’t cost enough to deprive 


Here are seven for the coming week. Give them a 
try-out. People will take the same interest in your 
blackboard as they do in Mr. Sloss’s 

This is the land of the free—-but you don’t get much 


for nothing. 
* + * 
To prove that you are a superior person 


yourself, 


keep it to 


* . + 
The constitution gives every man the right of free 
speech It doesn’t mention the ladies. 
7 . * 

Young Men! Remember your best girls can buy better 
spring poems ready made, than you can hope to write 
* + * 

No woman thoroughly enjoys anything she can’t cry 

over 
+ * * 


Many a matrimonial quarrel is sugar-cured 
. . * 


Some people laugh at old because they know 


they are jokes. 


jokes 
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would find Epigrams to | 
Engineering” if he | 














No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis 
fying installations. 


| THE BULLARD SPECIALTY CO., Tiffin, Ohio | 























JOHNSON GAS LIGHTER 
~ FOR WATER HEATERS 


Passing up quick and easy profits = 
is like throwing mone away 
Don't do tt Sell a JOHNSON 5 


GAS LIGHTER with every 
heater, equip all old ones It ts 
' 
' 
| 
a 
7 


ay 


within the reach of everyone and 
- you make double profit on each | 
sale—one on sale—one on tin | § 


4 
y stailation. The JOHNSON GAS i 
LIGHTER ts absolutely safe : 
Underwriters approve tt nothing 
to get out of order-—fully guaran- 
teed The RED RING on wall 
Pilate gives positive indication as 
to gas being on or off rhis is 
2xclusive feature of the JOHN | 
SON GAS LIGHTER } 
Raising RED RING to GF I : BUSY Order from your 
hook oo Wall Plateup- Jobber today 
stairs, lights heater in ! 
ene pe © Iohnsen-MurshyC 
RED RING shute off onnson urp yo. 





ans. POSITIVE AC- 10226 Woodward Ave. ‘ , 
iON DETROIT, MICH. < 

















Repairs - Cleans 
Protects 
Cast Iron and Steel Heating 
Boilers 
Reducing Your Cost List Price 


1 Quart §$ 4.00 each 
ly Gallon 7.50 each 
1 Gallon 14.00 each 


Get our discount from your jobber 





























Se The Northwestern Chemical Co. 


MARIETTA, OHIO 








Coolers Will Bring ~ 
Summertime Profits 


Hot weather is cooler fountain time, In- 
dustrial plants are big prospects for they 
realize cool water for workers means 
better production for them, Sell them 
Halsey Taylor Cooler Fountains, the 
only fountains with automatic stream 
control an | Sanitary two s,feam projector. 
Write. 


The Halsey W. Taylor Co. 
Warren, O. 
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Not merely one regulator to cover 
all conditions but a line of regula- 
tors to meet every requirement. 


Manufacturers of the better 
boilers have standardized on 


= METAPHRAM = 
DAMPER REGULATORS 


Metal Diaphrams—Last the life of the boiler 


For Low Pressure Steam—Vac- 
uum — Vapor or Hot Water. 
Smallest to the largest Boilers. 


Write for catalog—if your jobber 
cannot supply 


BES NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
The A Jacks People (A Jacks for High Pressure) 


























mee —. TANKS HAVE | : The Climax 
SUPERIOR — | 
CONSTRUCTION ||} Cellar 
SPECIAL LOCK JOINTS Drainer 


MOULDED CORNERS 
DETACHABLE BACKBOARD HANGERS 








DOUBLE LAP SEAMS IN LININGS | Diy ans ane ent ele wee 
— & proofing of cement, asphalt, tar, etc., 
BRECO when the CLIMAX Cellar Drainer is so 


positive, dependable and inexpensive? 
The CLIMAX is usually installed in the 
BRE HYGIENIC end; why try something else in the be 


ginning ? 


CLOSET SEATS AND FLUSH TANKS 


CLOSET SEATS 











QUALITY AND SERVICE AT A - EBSA 
REASONABLE PRICE 1 G M © MEG.ER 
BRE MFG. COMPANY || bee eg 
HYDE PARK DISTRICT : ngs ILA 
BC STON, MASSACHUSETTS | Rialto Building, . Deekum Building 


Pacific Coast Agents: San Francisco, Cal Portland, Ore. 


OUR CATALOGUE IN DOMESTIC ENGINEERING We. P. Morn Co. Kerchoff Building, L. C. Smith Building, 
CATALOGUE DIRECTORY Los Angeles, Cal Seattle, Wash. 
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LALGH THIS ONE OFF 
rhe following bill was tendered by a Chinese truck driver 
n ries, 10) gros it i cent iw t $5 0¢ 
rt Detrol Mict 
HAVE VOU BOUGHT YOUR SPRING HAT? 
Sheik: Ud like to see someth cheap na spring hat 
Clert Trv this one ! The mirror at your left 
LI Oakland, Cal 
I KISSED HER—No. 36 
issed her in the 4 } 
Me) ’ nu f } ; 
didn't kn 1 whelor tl 
bring | oad 
; 1 
nstant r? 
hy 
Su ‘ 1 } 
& ’ ’ thy f 
hat ‘ j 
“SY" SEZ 
rd | il not new W had d 
i don ‘ irs 
I notice here h have d red a i i s 
vith hi f in Hlolly 1 
lid i l t dar 
Ye dear 
Well, don't: any ré .) ! t light for ich heavy 
vork 
“SY MARTIN, Owensbor K 
MEN AND DOGS 
fri ! 4 Uj { } / iu } 
Wel / 
i? h i 
) u“ } / ’ lv li | 
Selected 
PIPE LINES DICTIONARY 
GUESS 
the wife favorite way of letting you know painlessly 
much the new pring hat cost 
HAT 
an indication th season If your wife wearing a 
iw hat, it’s winter Always count back one season fron 
latest in women’s hats 
the first word in the married man's attempt to assert 
self-—and his last 
Flossie Proper highly indignant over Sy's rules as 
the time when a tleman hould remove his hat The 
le subject she Say turns on what Mr Martin means 
i hat She made some pretty tart remarks about the 
ipiece “Sy" wa ee with at some of the conventior 
claims that if she was Mrs. Mat but there we con 
ilate “Sy We shuddered when he said, “If I were 
M Martin.” 
LOU G.N., Providence, R. T, say An old flame has put 
dt inv a itch.” 
I’) lings i for the tin you can't é 
A) l ow 4 1 eventually 
H.e.F., Dorchester, Ma 
HT P vivania, pointed out a friend the other day 
he rid i hur n dynamo Everything he had 
charged 
pring’s here sure enough My wife has begun to treat 


Spring brings Easter i FP 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 




















NUMBER 20 


The Economy Plate 


Where low cost is desired our No. 20 makes avail- 
able a Plate that, because of simple construc- 
tion, can be offered at a minimum price without 
sacrifice of appearance or endurance 


The Beaton & Corbin Mf Mfg. .Co. 


SOUTHINGTON, CON 


ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur 
nished with a long spout for three 
part tra Rough nickel-plated 
finish Geaunt joint Brass unions 
for \% inch I. P. connection 





Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't our goods in stock write us, giving hisname 


Acme Brass Works, Detroit. Mich. 


Eastern Representative: Kessel & Muller, 150 Nassau St., New York 
Western Representative: H. E. Crum, Jr., 400 N. Michigan Ave., Chicago, Ill. 





UU es 


WADE Water Jacket Grease Trap 


The unusual success of 
this trap is due to the spe 
cial design and working prin- 
ciple Entire body, walls 
and center partition § sur- 
rounded by cold water. 
Grease congeals as soon as 
it enters trap and floats to 
top where cleanout cover 
permits easy removal 

Used largely under kitchen 
sinks in hotels, clubs, etc 


WRITE FOR OATALOG. 








B-Fig. 27 
WADE IRON SANITARY MFG. CO. 
551 W. Fulton Street, 





Chicago 
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HESE sinks are made 

of the best quality open 
hearth sheet steel with weld- 
ed seams and galvanized 
after completion. 


There are no crevices or 
pockets where dirt can ac- 
cumulate and no spot left 
ungalvanized. 


We make them of any size 
and dimensions to fit into 
any required space. Special 
sinks for any service, of steel 
from No.12 gauge to 14 inch 
plate. 


L.O. Koven © Bro., Inc. 


General Office and Works: 
154 Ogden Ave., Jersey City, N. J 


Our 
Catalog 
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Convention Dates 


April 7 and &, 1925.—The annual convention of Massachu 
setts State Master Plumbers’ Association, at Boston, Mass 

April 15 and 16, 1925.—The annual convention of the Vir 
ginia State Association of Master Plumbers, at Roanoke, Va 
21, 1925.—The annual convention of the Ala 
bama Association of Master Plumbers, at Birmingham, Ala 

April 20, 21 and 22, 1925.—-The annual convention of the 
Associated Master Plumbers of Texas, at Dallas, Tex. 


April 23 and 24, 1925.—The annual convention of the Louls 


April 20 and 


jana and Mississippi Association of Plumbing and Heating 
Dealers, at Biloxi, Miss 

April 28 and 29, 1925.—The annual convention of the 
Colorado Society of Sanitary & Heating Engineers, at Den 
ver, Colo 

May 4 and 5, 1925.-—The annual convention of the Florida 
State Master Plumbers’ Association, at Chamber of Commerce 
building, Jacksonville, Fla 

May 4 and 5, 1925.—The annual convention of the Ten 
nessee State Association of Sanitary Engineers, at Memphis, 


Tenn 

May 4 and 5, 
homa State Association 
Hotel Okla 

May 7 and 8 1925.—The annual convention of North 
Carolina Master Plumbers’ Association, at Shelby, N. C. 

May 11, 12 13, 1925.—The annual convention of the 
Kentucky Association of Master Plumbers, at the Crab Or 
chard Springs Hotel, Crab Orchard Springs, Ky 


of the Okla- 
the Mayo 


convention 
Plumbers, at 


1925.—-The annual 
of Master 


Tulsa, 


May 12 and 13, 1925.—-The annual convention of the Connec- 
ticut Master Plumbers’ Association, at Dorpsch Lodge, New 
llaven, Conn. 

May 12, 13 and 14, 1925.--The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 


Auditorium, City, N. J 
13 and 14, 1925.—The 
sylvania State Association 
Barre, Pa. 

May 19, 20, 21, 22 and 23, 1925. 


Jersey 
convention of the Penn 
Wilkes 


annual 
of Master Plumbers, at 


May 


The annual convention of 


the National District Heating Association, at West Baden 
Ind 

May 26, 27 and 28, 1925.—The annual meeting of the Na 
tlonal Pipe and Supplies Association, at French Lick, Ind 


and 3, 1925.—The annual convention of the Wyo- 
Association, at Thermopolis, Wyo 
-The thirty-sixth annual conven 
National Asso 
Mich 


June 1, 2 
ming Master Plumbers’ 
June 1, 2, 3 and 4, 1925. 
tion of the Heating and Piping Contractors’ 
elation, at the Book-Cadillae Hotel, Detroit, 
meeting of the 


June 15, 16 and 17, 1925.—-The semi-annual 
American Society of Heating and Ventilating Engineers, at 
the Hotel Traymore Atlantic City, N. J 


of the Cali 
Ore 


convention 
Portland, 


annual 
Association, at 


June 19 and 20, 1925.—The 
fornia State Master Plumbers’ 
June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore 
The annual convention of the Oregon Asso 
Plumbers, at Portland, Ore. 


1925.—-The 43rd 


June 22, 1925. 
Master 


24 and 25, 


ciation of 


Jane 23, annual convention of 


the National Association of Master Plumbers, at Portland, 
Ore. The sessions will be held in the Portland Auditorium 
September 15, 16, 17 and 18, 1925.—The annual convention 


of American Society of Sanitary Engineering, at Decatur, III 


Hartford, Conn., has 
for the construction of 


a swimming pool in the community house 


Cathedral 


$15,000 


St. Joseph's parish, 


received a donation of 


Hall G. Turner, chairman of the building committee of 


the Mazda Grotto, Order of M. O. V., at Memphis, Tenn., 
has completed plans for a $150,000 building to contain 
a gymnasium and swimming pool. E. L. Harrison, 1501 
Fidelity Bank building, is the architect. No date has 
been set for bids 

The Shriners of Roanoke, Va., are making plans for 
a $300,000 club building, the latter to contain a swim 
ming pool. C. B. Wilson is chairman of the building 


committee. 
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There is a Josam Drain for every purpose 


Josam Products are sold by al! Plumbing Supply Jobbers 
Ask Your Jobber for the Josam New Products Circular 


Combination 


Closet Fitting 
and Bend 


Cast closed end for testing. Threaded section for adjusting Noor flange 


Josam Combination Closet Fitting has form for screw or soil pipe connection 
these and many other advantages. Its with either straight or 45° threaded or 
use overcomes inaccurate roughing in hub waste, or without waste inlets. 
and reduces the possibility of leakage. 

Made in many types to meet all regular Special Josam Brass Floor Flange fur- 
plumbing practice in straight or bend nished at extra cost. 


THE JOSAM MANUFACTURING COMPANY 


4902 Euclid Avenue Cleveland, Ohio 
Factory, Canal Street Michigan City, Ind. 








Now Better Than Ever 





horn "The New OHIO 
ccf [en 


UCTS 
SDUCE 
SESTIGE 


Your Problem 
is 
Our Problem 


Quality Metal 

+ 
Accurate Machining 

+ 

Inspection 

= Wits 
Phoenix Product BXMBEICISS 
Your Solution 





Soldering 
Nipples 



















‘Vee OHIO Gas 
Water Heater has 
always been recog 
nized as one of the 
best on the market 
but with the improve 
ments recently 
effected it is an out- 
standing value that no 
plumbing contractor 
can afford to overlook 
Complete and perfect 
combustion is assured 
by design of burner 
Shell is flared at bot- 
tom to admit second 
ary air and narrowed 
above to confine flame 
close to coils. The 
whole story is too 
long to tell here. 
Write for literature 
giving complete 
description 


Order thru your jobber 











Phoenix Brass Fary, 


iPaatahat«icolae 


The OHIO HEATER CO. 


Columbus, Ohio 





Mention Domestic ENGINEERING when writing advertisers 











CUP S Of2, Patenira June 12, 1023 


DOMESTI 








Shower 
Door 


is the necessary fin- 
ishing touch to make 
the modern bathroom 
not only complete but 
practical and com- 
fortable. The daily 
shower is a thing of 
joy and delight, but 
the usual aftermath 
of a wet, clammy 
bathroom floor is ex- 
ceedingly disagreeable 
and easily avoidable. 


The C & S Shower 
Door separates the 
shower room from the 
bathroom, completely, 
not partially. It is 
the only absolutely 
waterproof door made 


Write for Catalog 


4 Crist & Schilken Co., Inc. 


Pittsburgh, Penn. 





y~_, HOLYOKE, MASS. a 
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KEROSENE WATER 


for your customers. They will save their owners money. 
‘Holyoke’ Kerosene Water Heaters are compact, 
simple to operate and heat the water quickly. Kerosene 
is a clean, cheap fuel. 


Let us give you more details. Write today! 


HOLYOKE HEATER CO. 


A 


LION BRAND 


GUARANTEED DOWELED SEATS 





Doweled front and back. 
Made of thoroughly seasoned 
hard wood, joined with the 
strongest glue and finished 
with high grade varnish. 
Nickel - plated hinges and 
screws. Each seat packed 
separately in corrugated paper 
carton. 





The Olmstead - Thomson 


<n Manufacturing Company 
= New Britain, Conn. 


Ask Your 
Jobber 


Our 
( ataloo 


Mention Domestic ENGINEERING when writing advertisers. 
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PATENTS | 


Heating Department 


1,527,179. Heating System Dudley Farrand, Newark, 
N. J. In a vapor system, a main water tank, a main water 
supply pipe connected with and leading to said main water 
tank, a hot water heater, a water conveying pipe connect- 


TORCHES 


ing said main water tank with said hot water heater, a 
primary circulating system comprising a conveying riser 








extending from said heater, a radiator connected with said a = 


& ; 

tne net WH) t 

i Hii} ss f 
F so | 
a TD | 
E 2 


| 

| 

| 
| —* 
| : : They Stand the Gaff 
E : ( ff } Strength and perfect performance make the Detroit 


2 
-— 
_ 
= 
= 
2 
= 
. 
= 











Reinforcement at handle and burner collar makes it 
extremely rigid and durable. Tank is heavier than 
on most torches. The patented burner preheats 
the gas and makes perfect generation. Pump is 
efficient and easily operated. Long taper on needle 
valve centers fire and assures a straight, concen- 
trated flame. 














927,179 


No. 2 the preferred torch of the plumbing trade 
| 
Order from your jobber. Write for catalog 


riser, a return pipe connected with and leading from said 
radiator and connected with the water supply pipe be- 
tween said main water tank and said hot water heater, an | 
equalizing pipe between said return pipe and said main 
water tank, and a circulating pump in said equalizing 
pump, said equalizing pipe and said pump being located 
at a point above the normal level of the water in the tank 


Detroit Torch & Mfg. Co. Detroit, Mich. | 

New York Office 45 Warren St.; Canadian Rep., George P. | 

Fraser, 39 Tyndale, Toronto; Kettmann & Ten Eyck Sales Co., 
2131 E. 9th St., Los Angeles, Calif 











* * * PEERLESS | 

se) su. /© 

1,527,858. Oil Burner. Alexander T. Garden, Augusta, | OBEK G 
Kans. A device of the class described comprising a T- | 4° 


shaped shell including a stem and oppositely disposed 
arms, one arm having a conical bore and the other arm 
having a cylindrical bore, there being a chamber in the 
shell and connecting the bores, the chamber tapering 
from its intermediate portion to its ends, the shell having 
a passage communicating with the stem and with the 
chamber and of the same diameter as the length of the 
chamber, and a conical nozzle mounted in the tapered 
bore and extended through the chamber to the place of 
juncture between the chamber and the cylindrical bore 





Simple — Rugged 


The product of fifty years experience 
building pipe threading machines. 
Simplicity and ruggedness are per- 








| manent characteristics. 
1,527,482. Rotary Valve for Pipe Lines. Albert Hugue- We will gladly send detailed infor- 
nin and Anton Gagg, Zurich, Switzerland, assignors to mation on request. 


Aktiengesellschaft der Maschinenfabriken Escher Wyss & 
Cie., Zurich, Switzerland. A rotary valve for pipe lines, 
comprising in combination a valve casing provided with a BIGNALL & KEELER MACHINE WORKS 
fixed seat, a gate body movable within said casing, jour- | PEERLESS of the N. 0. Nelson Mfg. Co. PEERLESS 
2 y al »j > j j a) 7a a | } of . /O re) . . /O 
nals on the gate body having their bearings in the valve | CBEK G EDWARDSVILLE, ILL. QBEKG 
: . k Ze 


casing a closing member provided with a seat adapted < ve YX A 
to cooperate with the seat of the casing, said member | O@ Oo 
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3Jdid NOW! 


They Last as 
Long as the 
Building 


Hessler Roof Flanges 


have not only won a reputation for dura- 
bility, but are most easily and quickly 
applied by one man without the use of 
special tools, hot lead, fire, oakum or putty. 
There are now over two million Hessler 
Roof Flanges in use and sales are increasing 
every day, because once tried they are 
always used. 

Made in Galvanized or Copper for all size 
pipe from 144 to 6-inch. One size will 
flash standard or extra heavy pipe. If 
your jobber cannot supply you write us 
we will see that your requirements are 
filled. 


H. E. Hessler Company 


Syracuse, New York 























The PENN 
Vise Post and 
Pipe Bender 


Pays for Itself 
Every 60 Days 


Easily Handled— 
Made in two sizes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


O 


Made by 


PENN 


Engineering Co. 
- Pa. 





{ 
| 








being movable with and relatively to the gate body and 
confining together with the latter a hollow space, means 
allowing a supply of intensely throttled fluid to said space 
in order to press said member in the closing position 
against the seat of the casing, and separate means for 
relieving said space from pressure whilst said member is 
still in the closing position to cause the journals on the 
gate body to take up the whole pressure on said body 
e * 

1,527,758. Oil Burner. Peter Swartzentruber, Sara- 
toga Springs, N. Y. In a liquid fuel burner, a cylindrical 
body member through which air passes, there being an 
internal flange at one end thereof providing for an air 
supply discharge port therein, there being a relatively 
wide circular channel in the outer face of the said in- 
ternal flange, a multiple way connection within the said 
body member, a plurality of supply and distributing pipes 
lying entirely within the body member and leading from 
the multiple way connection to equally spaced liquid 
fuel passages in the said internal flange for supplying 
and distributing the liquid fuel to the said channel, a 
standard fixed in the said multiple way connection and 
passing through the air discharge port provided for by 
the said internal flange, and a bell-shaped cap adjustable 
to position on the said standard for regulating the passage 
of air through the said body member and to the said 
channel for admixture with the liquid fuel therein. 





1,527,884. 


1,527,758. 


1,527,884. Thermoradiator Trap. James J. Lawler, 
Mount Vernon, N. Y. In a device of the type described, 
a casing having an inlet and an outlet, a well formed 


| in said casing communicating with said outlet, a valve 
| for controlling said outlet, an annular water pocket 


surrounding said well and overflowing thereinto, an 
expansible chamber operatively connected to said valve 
and having an annular extension depending into said 
water pocket for controlling the operation of the valve, 
and means for normally retaining said valve open. 





7 | 
1,627,185. 
1,527,185. Pipe-Threading Machine. Leslie S. Hall, 


Brantford, Ontario, Canada, assignor to Williams Tool 
Corporation, Erie, Pa. In a pipe-threading machine, a 
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ane 3] 
There is ‘ | 
REAL SATISFACTION 
in selling the 
___|  =SEPTIC TANK 





ate Son at a Pits hy ? 












Also, in the sale of a Septic Tank you have sold a prospect for a complete Plumbing 
and Heating installation who heretofore missed these comforts for lack of sewage 
disposal. 

The RECO SEPTIC TANK excells all other makes in Size, Design, Quality and Work- 
manship. If you will investigate you will follow the lead of the Best Houses everywhere 
and recommend the RECO SEPTIC TANK above all others to your customers. Write 


for prices and discounts. 
One family size—weight 300 pounds. 


RICHMOND ENGINEERING COMPANY 


930 Brook Avenue RICHMOND, VIRGINIA 
RECO HOT WATER STORAGE TANKS RECO PNEUMATIC TANKS 





















' EUREKA 
Write and Ask Us mee we 


How MACHINE 


We saved the New York State 
Plumbers 40% of the cost of their 


COMPENSATION 
INSURANCE 





And 20% to 30% of the cost of | ; 
Height 15’ Diameter 9” Weight 15 Lbs. 


For testing and disclosing leaks in plumbing 


Al ’ i ‘OM OBIL E waste and vent systems. 
Will fill entire system with smoke without forc- 
ing seals of traps. Leaks immediately located. 
I N S U RA N C E Simple and safe in operation. As readily port- 
able as a plumber's furnace and as indispensable 
in every plumber's outfit. 


Endorsed by Plumbing Inspectors and Sanitary 
Engineers everywhere. Send for descriptive folder. 


Exchange Mutual Insurance Co. Paies anette G56 
(Plumbers Mutual BAILEY FARRELL MFG. COMPANY 


BUFFALO, N.Y. PITTSBURGH, PA. 


Huntington, W. Va. Charleston, W. Va. 












































Mention Domestic ENGINEERING when writing advertisers 








DOMESTIC 








Most Mechanics Demand 


the best tools. They buy those tools 
which have already proven themselves 
the leaders on quality and merits. 


“ALWAYS RELIABLE” torches and 
furnaces have been made since 1876. 
Since then they have built for them- 
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r selves a wonderful reputation on quality 
and merits. They are still made from 
Pi the best materials obtainable and by 
skilled workmen. They are now fitted 
with many improvements which are 
patented or have patents applied for. 
Specify for this line in the future 
No. 79 Quart No. 80 Pint and convince yourself. 
CASOLINE-KEROSENE Jobbers supply at factory prices 
OTTO BERNZ CO. INC. NEWARK, N. J. 
‘ ' FITTINGS FOR ALL TANKS 
——- Lx J 
: (NIB-CO;) 
NORTHERN 
‘INDIANA | 
BRASS CO. 
ELKHART | 
INDIANA | 
- 





| 

















Manufacturers and jobbers: Our prices are right. 
Write us for quotalions en your requirements 


5° The Reichert Float & Mfg. Co. 
° 2238 Smead Avenue 


Tested and 


Guaranteed 


Made from the purest of 
copper. Spuds tapped with 
a deep thread to fit full 
quarter twenty rods. 
Tested before shipping and 
guaranteed to stay tight as 
long as the copper itself 
lasts. 


Toledo. Ohio 











Insures hot water at the faucet at all times. 


” Prevents drawing cold water from bottom of 
tank through return end of circulating pipe. 
Sold by plumbing jobbers. Positively guaranteed. 


Write for descriptioe circulars 


i L. S. DLUGOSCH 


. , STORM LAKE - IOWA 
Pe | 
j } Poe —i/ 


L.S.D. POSITIVE 
HOT WATER 
CIRCULATING VALVE 











cutter head mounted for movement along the longitudinal 
axis of the pipe as the thread is cut, a plurality of chaser 
blocks and chasers carried by said head, a cam member 
carried by said head for simultaneously operating said 
blocks and controlling the position of said chasers, a stop 
operatively connected to said cam member, a _ tapered 
guide with which said stop is in engagement, said stop 
moving down said tapered guide as the head advances to 
cause said cam member to rotate and spread said chasers 
gradually to form a tapered thread on the pipe. 
eo 7 . 

,528,694 Pipe and Rod Bending Machine. Robert 
D. Riley, New Orleans, La., assignor of thirty-five one- 
hundredths to Louis F. Zeigler, New Orleans, La. In a 
machine for the purpose set forth, the combination of a 
base plate, a stationary shaft riveted in the base plate, a 
gear keyed to the shaft, a sheave keyed to the shaft, 
cross-plates rotatably secured to the shaft, a shaft ar- 








1.528.604 


ranged adjacent the first shaft and journaled in the cross- 
plates, a gear secured to the last-named shaft, a sheave 
secured to the last shaft and also a pinion secured to said 
shaft and adapted to mesh with the teeth of the gear of 
the first-named shaft, a third shaft secured to and jour- 
naled in several of the cross-plates, a ratchet lever adapted 
to control rotation of the third-named shaft, and a pinion 
secured to the third-named shaft and adapted to mesh 
with the teeth of the second-named gear. 


Plumbing Department 


1,527,267. Waste Mechanism. Edward F. Niedecken, 
Milwaukee, Wis., assignor to Hoffmann & Billings Man- 


| ufacturing Company, Milwaukee, Wis. In waste mechan- 


ism, the combination with a pipe connection, an over- 
flow pipe connected to said connection, and a rod arranged 
in said connection and said pipe to connect the same to a 


_receptacle, of a member secured to an end of said rod 


and pivotally connected to said connection. 
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1,527,267 
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1,527,471. Plumbing Trap. Edward W. Clinchy and 


| William F. Pabst, Denver, Colo. An article of manufac- 


ture a plumbing trap comprising in combination with a 
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nal cylindrical’ body member of ductile material, a rim- ) BDXSGGG000G006% 2200000 0200 CEX OE ICK 
ser member having an annular groove into which an edge a 
ber portion of the body-member is fitted, the material of a i’ . 5 
aid which the body member is composed being upset against Pe yy! z 
to : ; + r i cai aca ; , oF 3 
D the edges of rim-member at opposite sides of groove , J 
red * * . ’ - 
Lop 1,523,058. Combined Boiler Stand and Fitting Law The STINSON Patent Equalizing Valve 
to rence Doerr, Silverton, Ore. The combination with a A system designed to prevent Water Hammer and any reaction 
or een a —— = , a a ana in the water supply system in the building If properly talled, 
rs boiler, of a stand therefor, said stand comprising a bast e the Gtineen Mamslicing Valve ic queranteed te csaalethie aad 
having a chamber therein, means whereby access may be thoroughly remove any vibration in water pressure systems of 
. : : piping 
had to said chamber, a vertically disposed chambered The Valve is made in sizes as conditions require 
rt member carried by said base and having its chamber in Stock sizes: 144 and 2% inch 
1e- communication with the chamber of the base, a casing 14 inch will take care of from 4 inch to 2 inch supply 
2} inc “ i) y : c « c sly 
a detachably connected to the upper end of the chambered 9 ( inch will take care of from 2 inch up to 4 inch supply 
mage , : a * : Send rough sketch of piping in basement and I will advise you the 
a member, a partition in said casing, thereby forming a proper place to install the equalizer. 
a vertically disposed intake chamber having its bottom 
t, closed and a vertically disposed discharge chamber, hav . 
te ing its lower end open and in communication with the bl 
chamber of the vertically disposed chambered member, 
the upper end of said casing being connected to the boiler WILHELMI and MODERN 
and having the upper ends of the chambers thereof. in C . 
opper Range Boilers 
communication with the chamber of the boiler, the sup IMPROVED 8 leapnev se 
: , , , WILHELM Unexcelled in desi ke MODERN 
ply chamber being terminated in the boiler above the Boiler _ Unexcelled in Gesign, mate- BOILER 
, : sdbitwres rial and workmanship. PATENT 
upper end of the discharge chamber. - ; : a 
Amt. 890 Interior thoroughly tinned. 
a a | ; E - 
May 23.1905 No iron used in construc- 
pr ap tion. 
Guaranteed against col- 
: lapse. 
B Always satisfactory. You 
i can safely install them on 
your best jobs. 
f =) : \ 
. H| / Order from your Jobber. Made by 
i] . 
Hayes Manufacturing Co. 
Paterson, N. J. 
al | 
pat | When you need 
a? oidering riux, 
1,523,058 YAGERS Y ¥ 
a tere Try Yager s. 
1,528,945. Water-Heating Apparatus William Oecehl SOLDERING . 
strom, Parma Township, Cuyahoga County, Ohio Water " SALTS ly ¢ \, lb., ] lb. and 5 lb. 
heating apparatus comprising vertically spaced drums each , ; 
t 1 — — 
of which has a substantially central opening participating YAe RS Sau Dt RIG PAS Your dealer will supply you or 
; : E peel Krew in a coo MAE write us and ask for Free samples 
in the formation of a flue disposed to conduct products ai ~ 
of combustion upwardly through the respective drum and A R B C | H 
bein oor hiapiet aia LEXR. BENSONCO.,INC., HUDSON,N. Y. 
also has an interior chamber extending circumferentially 
7 hott hicl atoured For list of distributors see 1924 MoRae Blue Book 
of s e i i ’ 8 CC ed j ; 
f said flue and having & bottom which Is contoured a Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronte & Montreal 
required to form troughs participating in the formation 
of said chamber, a casing which eT 
. * * 
| 
16£28,046. Soldering Tool Robert F. Butts, Mansfield, | PI UMBERS’ 
Pau y 
BACKED by thirty years’ experience in the 
manufacture of high grade Enameled Iron 
Hoppers, Tanks, Traps, Sinks, Backs, Drain Boards, 
i Lavatories and Drinking Fountains. Also Cess- 
pools, Manhole Frames with Covers and Solder Pots 
' of burner tips, one of said tips delivering a heating flame Jones Hollow Ware‘ ompan 
: axainst said copper and another of said tips delivering a y 
H preheating flame against the work in advance of said | BALTIMORE, MD. 
i copper. 
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| Statement of Ownership and Management of “Domestic I ngt. 
neering” for April 1, 1925. 


‘ The Petia 

The following is a statement of ownership, management, 
4 eno, Pop-Up Waste et as required by Act of Congress of August 24, 1912, of 
os I 


somestic Engineering,” published weekly at Chicago, Il}. 








































. 4 that is just a nois, for April 1, 1926 
| little better State of Illinois, County of Cook, ss.: Before me, a Notary 
‘ Public in and for the state and county aforesaid, personally 
2 ae appeared F. P. Keeney, who, having been duly sworn accord. 
“he % ing to law, deposes and says that he is the editor of “Domest, 
* Engineering,” and that the following is, to the best of hig 
knowledge and belief, a true statement of the ownership and 
:. CHICAGO management of the aforesaid publication, for the date showy 
vA —— in the above caption, required by the Act of August 24, 1918, 
_ embodied in Section 443, Postal Laws and Regulations, to-wit: 
Ask your jobber 1 That the names and addresses of the publisher, editor, 
managing editor, and business manager are 
° TECK MFG. COMPANY Publisher, Domestic Engineering Co., Chicago, Illinois 
Fig. A-470 2540 Diversey Ave. CHICAGO editor, F. PB. Keeney, Chicago. 
Managing Editor, R. V. Sawhill, Chicago, Illinois 
4 Business Manager, D. J. Hansen, Chicago, Illinois. 
: 2. That the owners are: (If the publication is owned by 
= an individual his name and address, or if owned by more 
‘ } DEI ¢ O-LIGHT than one individual the name and address of each, should be 
r - given below; if the publication is owned by a corporation 
WATER SYSTEMS the name of the corporation and the names and addresses 
of the stockholders owning or holding one per cent or more 
: When you install one, you're through of the total amount of stock should be given.) 
Gear driven instead of belt-— better c« Domestic Engineering Co. Stockholders: F. P. Keeney, Chi- 
sign throughout--mean no trouble for ©. T. Carson, Chicago; E. D. Winslow, New York City, 
the user. And satisfied customers mean N. Y.; R. Herlov, Chicago; C. L. Davis, Chicago; E. G. Hutchli- 
bigger business and bigger profits for you Chicago; R. Payne Wettstein, Pittsburgh, Pa.; W. J 
FIT ANY SERVICE Se ee 
} That the known bondholders, mortgagees and other 
Shallow-well or deep-well- direct or al curity holders owning or holding 1 per cent or more of total 
ternating current——110 or 32 volts—ditt saat <i Sesialin. Mamneiaanibias si aed ieetian dee Cee 
erent capacities. Write for catalogue i That the two paragraphs next above, giving the names 
and prices the owners, stockholders and security holders, if any, con- 
DELCO-LIGHT COMPANY tain not only the list of stockholders and security holders ag 
7 f , Subsidiary of General Motors Corporation appear upon the books of the company, but also, in cases 
. H Dept. Q-12. DAYTON, OHIO vhere the tockholder or security holder appears upon the 
boo of the company as trustee or in any other fiduciary 
?. 1 on, the name of the person or corporation for whom 
If you want to know what Really Good Pipe such trustee is acting, is given; also that the sald two 
53 r F . f ragraphs contain statements embracing affiant’s full knowl- 
15 l1RC, try l nd belief as to the circumstances and conditions under 
cl tockholders and security holders who do not appear 
‘YOUNGSTOWN’ 9 pon the books of the company as trustees, hold stock and 
» > ecuritics in a capacity other than that of a bona fide owner; 
It cuts, threads and bends easily, and its welds always nd this aMant has no reason to believe that any other 
hold. You can get it from leading jobbers everywhere. person, a ciation, or corporation has any interest direct or 
et in the said stock, bonds, or other securities than 
THE YOUNGSTOWN SHEET & TUBE CO. |“ *? Se" bY im pad 
YOUNGSTOWN, - - - - - - OHLO Sworn to and subscribed before me this 23rd day of March. 
‘ District Sales Offices: 192 D. J. Hansen, 
% BOSTON —Masaachusetts Trust Bldg CHICAGO—Conway Bidg [My commission expires December 10, 1927.] Notary Public, 
NEW YORK—Hudeon Terminal Bidg ST. LOUIS ost Dispatch Bida ' (SEAL) 
PHILADELPHIA —Franklin Trust Bldg DENVER National Bank Bidg 
ATLANTA—Healey Bidg DALLAS a Bide = _— . 
. PITTSBURGH ~ er Bidg SEATTIAC Gow at gh — T) 7} , stoee ‘rj Av tol av . 
: CLEVELAND—Union Trust Bldg KAMBAD CITT SIO” Commerce Bide he city trustees of Gridley, Calif., have adopted an 
a CINCINNATI__Union Trust Bldg. NEW ORLEANS—-Acdubo tide ordinance requiring that all master plumbers be licensed, 
‘ and that all plumbing work be inspected. 


















Going Over With a Bang! 
The “Leader” Illustrated Service Price Book 


—The new and original standardized guide for the Plumbing Specialty Line 


Book is 9x11!4 inches, has 224 beautifully illustrated pages punched to fit the 

“LEADER standardized binder as approved by the National Trade Extension Bureau. Bind- 

MLLUSTRATED ing is of excellent quality. This wonderful loose leaf work helps you to buy, helps 
” SERVICE PRICE BOOK you to sell and helps you to price all invoices at a standard uniform price for special- 
ties, all prices shown in this book being the net suggested resale prices. It is sent 
FREE TO THE MASTER PLUMBER. All we ask in return is a small service 
charge to help pay for postage and paper and for which we guarantee to keep the 
book right up to date for a period of two years. The charge is $3.50 for the full 
2-year period. CAN YOU AFFORD TO BE WITHOUT THIS? Send to-day 
for this wonderful new illustrated guide, catalogue, price book, etc., combined. 


LEADER SPECIALTY CO., Inc. s: INDIANAPOLIS, 


Manufacturers and Distributors High Grade Plumbing Specialties 
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